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Here we have a list or catalogue of books in the Grand Rapids 
Public Library, written by Catholic authors. It has been under consider- 
ation and in course of preparation for many months, and is now issued 
under the auspices of the Federation of Catholic Parishes of Grand 
Rapids. 

The list may be open to criticism in some respects, but in the main, it 
will be found helpful in the selection of pure, wholesome, instructive 
reading. 

Great credit is due to Mr. Samuel H. Ranck, librarian of the Grand 
Rapids Public Library, for his kind codéperation and valuable suggestions. 

While the catalogue or list of books is not pretentious or formidable 
as regards the number of volumes, yet there is afforded in the different 
departments of literature abundant material from which the judicious 
and cultured may select. It is hoped that this catalogue will create and 
stimulate a demand for good books; that it will familiarize the Catholic 
reading public with the fine collection of standard Catholic books, now in 
the library; and that it will be the means of increasing this collection in 
number and variety, till we are able to challenge comparison with any 
city of similar conditions in the whole country. 

The library officials have always shown themselves most cordial and 
ready to accommodate their Catholic patrons with such books as were 
requested. And we trust that such cordiality and willingness to serve 
will encourage our people to present their requests without hesitation 
for works of general interest not yet in the library. 

It is believed that Catholics, especially parents and those charged 
with the care of the young, will duly appreciate the advantage of having 
such an authoritative catalogue of books as containing nothing against 
faith or morals. Purity of faith and morals is of vital importance to all; 
but more especially to the young. Books and papers like companions 
exercise a powerful influence for good or evil. Many youths of both sexes, 
says Cardinal Gibbons, have learned their first lesson in the dark 
mysteries of moral depravity from the pagés of a sensational and 
salacious paper. And the danger grows apace; cheap and vicious writings 
abound. Many of the great universities are turning out thousands of 
accomplished materialists and thorough infidels. 

According to Bolce, a large per cent of America’s universities are 
teaching materialism, rationalism and rank infidelity. They are 
“Blasing the Rocks,” and undermining the foundations of Christian 
civilization. Christianity has built up all that is best, highest and most 
enduring in our civilization. Christian teachings and Christian principles 
are the foundations on which our institutions and society itself, is based 
and founded. But these time-honored teachings and principles in very 
many of our great institutions of learning are disregarded, considered 


obsolete, unworkable, mere expressions of a condition or phase of society 
long since outgrown,—in fact, mere expressions of superstition. And 
the result of this sort of education is that tens of thousands of young men 
and young women, thus poisoned and perverted, are turned loose upon 
society to disseminate and propagate by tongue and pen their pestilential 
convictions. 

Wrong, perverted, Pagan views of life, its purposes, duties. and 
responsibilities are as common as the daily paper, e. g., trial marriages 
are advocated; divorce and free love, as institutions are defended; the 
limitation of births in a family is a right and a duty; suicide is legitimate 
—and often the only honorable way of bowing one’s self off the stage of 
life; the ethics of the barn yard and stock farm are to reconstruct society; 
eugenics with all its animal features is the hope of the future; morality 
is a spontaneous growth, not the result of religious teaching or the 
grace of God; private property should be confiscated for the public good; 
evolution—gross, materialistic, infidel,—adequately explains the riddle of 
the universe: these and similar questions are discussed every day in books, 
papers, and periodicals. Further, a personal God, a divine revelation, 
authority and certainty in religion, man, in a special manner the creature 
of God with an immortal soul, a supernatural destiny:—all these ques- 
tions, so vital to the individual and society at large, are treated and 
debated as matters to be determiied by a vote of the intellectuals. These 
same fundamental questions are raised and settled, too, by our infidel 
philosophers according to their own notions in the papers, magazines and 
books that issue from the press every day by the ton. The wells and 
springs of knowledge are being poisoned. No department of literature is 
free from this contamination. Books on religion, history, fiction, soci- 
ology, economics, the natural sciences, philosophy, pedagogy, and what 
not, are filled with the perversions of elementary truth. 


How careful, then, should people be, lest they be perverted and 
corrupted by bad literature. “Tell me your company and I will tell you 
what you.are.’’ Your ideas and character will be molded and formed by 
what you read. Faith is destroyed by reading hostile to the faith. Many 
a one has become a heretic, an apostate, by reading irreligious books; 
others, moral bankrupts,—sex perverts,—degenerates of the lowest type, 
through the reading of immoral literature, in which crime and vice, sins 
of immorality are not only portrayed but are arrayed in the most 
fascinating garb, depicted in the most charming colors. And thus they 
arouse and inflame the depraved passions that lie dormant in the human 
heart. 


This catalogue of books is intended to safeguard the highest interests 
of the Catholic reader, his faith and morality. It is in accord with the 
practice of the Church. 


Leo XIII in his apostolic constitution concerning the prohibition and 
censcrship of books has the following to say: “Of all the official duties 
which we are bound most carefully and diligently to fulfil in this supreme 
position of the apostolate, the chief and principal duty is to watch 
assiduously and earnestly to strive that the integrity of Christian faith 
and morals may suffer no diminution. And this, more than at any other 
time, is especially necessary in these days when men’s minds and charac- 
ters are so unrestrained, that almost every doctrine which Jesus Christ, 
the Saviour of mankind, has committed to the custody of His Church, for 
the welfare of the human race, is daily called into question and doubt. 
In this warfare, many and varied are the stratagems and hurtful devices 
_ of the enemy; but most perilous of all is the uncurbed freedom of writing 

and publishing noxious literature. Nothing can be conceived more per- 


nicious, more apt to defile souls, through its contempt of religion and its 
manifold allurements to sin. Wherefore the Church, who is the custodian 
and vindicator of the integrity of faith and morals, fearful of so great 
an evil, has from an early date, realized that remedies must be applied 
against this plague; and for this reason she has ever striven, as far as 
lay in her power, to restrain men from the reading of bad, as from a 
deadly poison. The early days of the church were witnesses to the earnest 
zeal of St. Paul, in this respect; and every subsequent age has witnessed 
the vigilance of the Fathers, the commands of the bishops and the decrees 
of councils in a similar direction.” 

For the majority of readers, the newspapers and magazines have 
supplanted the book as a medium of information and culture; and 
Catholics are no exception. It is of the greatest importance that in 
every Catholic household there should be one or two good Catholic papers, 
and if means will allow, one or two Catholic magazines to counteract 
and correct the evil effects of a secular press. This duty is imperative. 
Catholic reading will promote virile Catholicity—Catholic thought, and 
Catholic life. It is a positive disgrace for a Catholic to be ignorant or 
misinformed in regard to the teachings of his religion and the attitude 
of his church towards the burning questions of the day. The Catholic 
press is teeming with good papers and magazines, as for instance, the 
Michigan Catholic, a diocesan paper, and many others of similar char- 
acter; the national weekly, America, edited by the Jesuits. Then there 
is the Catholic World, among the magazines, and Benzigers’, Extension, 
Rosary, Messenger, Truth, and not the least, Light of Truth. Besides, 
there is the Catholic Mind and the publications of the International 
Catholic Truth Society. 

There is no lack of wholesome Catholic literature, but the pity is 
that so many homes have several daily papers, all secular of course, but 
not one religious or Catholic to build up Catholic home life. In many 
of the eastern states they are beginning to have Press Sunday to pro- 
mote the interest of Catholic reading. 

At the end of this catalogue is a section in which Non-Catholic 
authors are represented to some extent. Not all the works of the 
respective authors are recommended. Selections from among their writ- 
ings have been made and these are offered to the Catholic reading public 
with the assurance or hope that they can be read with pleasure and profit. 

















HE Dem tnd te 1 


1) akan 
Ee Men 
ns A as 









"tin y 


vate ede, 





ns We aa. ay " 
Tata Tops 
7 -* 









A List of Books by Catholic Authors 


In The Grand Rapids Public Library 





ERRATA 


Page 17. Last heading under “Useful Arts’, author’s name is Sloane. 

Page 19. In the entry under Liszt, Frank, the “C” of Constance should 
be capitalized. 

Page 22. The last entry under “Drama” should be omitted. 

Page 26. Entry, “Henry, John. Ward, Wilfred Philip. The life of John 
Henry, Cardinal Newman”, should read ““Newman, John Henry, car- 


dinal. Ward, Wilfred Philip. The life of John Henry, Cardinal 
Newman. . 


Page 33. Frossart, Jean. Fourth entry, should read “lord Berners”, not 
“lord Gerners”’. . 

Page 37. The call number of Conrad’s Typhoon has been changed to 
cC7632. 

Page 43. Manzoni, Alessandro, not Mazoni. 

Page 47. First entry under “Children’s books, Miscellaneous works”, 
should read, “Burke, Bridget, Ellen. The McBride literature and art 


books. ec. 1904. 7 v. j428-B91”, and the entry under Capella be 
omitted. , 





Fitzpatrick, Sir James Percy, not Fitzpatric. 


Page 52. The heading, “The books contained in the following lists 

_though not written by Catholic authors or for Catholics, can be read 

by Catholics with pleasure and profit”, should be supplied on page 50, 
before the heading “Good books for adults.” 


Page 54. Under “Books that should be read before sixth grade”, the 
entry under Radford, W. L., should be omitted. 
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REFERENCE BOOKS. 


Addis, William E. and Arnold, Thomas, comp. Catholic dictionary, 
containing doctrine, discipline, rites, ceremonies, councils and 
religious orders of the church, rev. by Jas. L. Meaghev........ R 282.Ad2 


Barry, William Francis. Catholic Europe. (In Cambridge modern 





MIstOrU TV, deems NG pTOnnISSance) dnc. ke cre Ale cnn’ R 909.C14v1 
Berdoe, Edward, comp. Browning cyclopedia; a guide to the study 
of the works of Robert Browning. 1892. .........0...20.....---- R 82183.B45 
Bible. Texts. The Holy Bible; translated from the Latin vulgate. 
LES SM Peal ure 27" Sie A SRA oe ie a” ad ne ale ds eC R 2205.D74 
SP a) 2 RA ARSENE 7: Valle RE ERT iy A A etl nel 2205.6 
Burke, Bridget Ellen. The McBride literature and art books: manual 
TOPRLOACHCrA, Beve 1 24.2154 ( Cr 1904s diye oe oie) jR 3724.B91 
Burke, Sir John Bernard. Genealogical and heraldic history of the 
POMiIa PON EE Mi iSO waco V ite tates cee eee ca es R 9297.B91 
—Genealogical and heraldic dictionary of the peerage and baronet- 
ASSL OLI Gtleee-L Sevag tare sot ee Pe a R 9297.qB91 
—A genealogical and heraldic history of the landed gentry of Great 
Britain and reads oLned.. “1894 22-ye e e R 9292.qB91¢g 


Catholic encyclopedia; an international work of reference on the con- 
stitution, doctrine, discipline and history of the Catholic church. 
OA URIES HSS Cray CPA Ye A Rn Sa SS aa et) Sac ces ta R 28203.qC28 

Catholic who’s who and year-book. 1908-14. 7 v. -.........2...--..--- R 282.C28c 

Chaucer, Geoffrey. Works; being a reproduction in facsimile of the 
first collected edition 1532, from the copy in the British Museum, 
with an introduction by W. W. Skeat. [1905.].................... R 82117.C39 

Chicago. Public library. Catholic reading list; a catalogue of books 
(in English) by Catholic authors in the Chicago Public Library; 
comp. by a committee of the Catholic Writers Guild. 1908. L 016.C43 


Gasquet, Francis Aidan, ed. Collectanea Anglo-Premonstratensia; 
documents drawn from the original register of the order, now 
in the Bodleian Library, Oxford, and the transcript of another 
register in the British Museum. 3 v. 1904-06. (Camden Society. 
PHoOueaAtIONEy.O0,8eT. 0.0.01 0,7 12.) tec ee oe R 942.C14rv6,10,12 
Griffin, Martin Joseph. Great Britain (1756-93): the years of peace, 
and the rise of the younger Pitt) (1782-93). (In Cambridge 
MIAO OPTIIS LOL Y CV st Gee Dah Lao 1 Oe) chaste caches pacww cers Pesancorons R 909.C14v6 
Hatzfeld, Adolphe, and others. Dictionnaire general de la langua 
francaise du commencement du XVIlIe siecle jusqu’a nos jours. 
BESO 525 BO Ooi 1 i uate 2 SSN No Se In ee er R 443.qH28 
Lalor, John Joseph, ed. Cyclopedia of political science, political 
economy and of the political history of the United States. 


CE ASW ERLE BTR RR OPA NESE eI TE Sas al A Mea AE reas R 303.qL15 
McCarthy, Justin. History of our own times. (1837-1901). (ce. 

eae Tesh DE NEY, Ws, 2 erent es Ok ace oe ee tee Ee td R 942.M12 
Ng EL Sa a ee = CS SRR TiS eae A eR eine 9425.10-13 


tet ED RNR ce a ee ON nc eked ea ee a claynsewpndcbwersaqnnaosdonh R 310.qW38 
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More, Six Thomas. The discourses of Raphael Hythloday, of the 
best state of a common-wealth: Utopia, written in Latin, trans- 
lated into English by Gilbert Burnet. 1902. (Cranbrook press 


publications:) ~idimited* ed.,fNo.. 69uh at a. eee M 655.C85m 
Mulhall, Michael George, comp. Dictionary of statistics. 1892-99. ; 
yA Pee ee ena ese Ei rh a aE ee eg R 310.qM89 
—Ath ed. ........... Soe Deg at oa AUER aa a abs ee Re ae ss R 310.qW38 
National conference of Catholic Charities. Proceedings. v. 1-3. 
LOLOL 4 8 Wee cE ee eee R 360.N21 
Official Catholic directory and clergy list for the year of our Lord 
1891, 41900, 06-15. (12 cy ee ee ee R 282.C28 


Peacock, Edward, ed. The army lists of the Roundheads and Cava- 
liers; containing the names of the officers in the royal and par- 
liamentary armies: of 4642. V180si 4 ei eee R 9294.P31 

Pope, Alexander. Complete poetical works. 1902. ...........22220... R 821.P8 

Pugin, Augustus Welby Northmore. Fifteenth and sixteenth cen- 
tury ornaments, in four parts: 1. Gold and silver ornament 
designs; 2. Iron and brass work designs; 3. Gothic furniture; 


4. Details of ancient timber roofs. 1904. _.......00222.....- R 745.qP96 
Sloane, Thomas O’Conor, comp. Standard electrical dictionary. 12th  , 
ed; rev. and ent. 1907 t2OR is cen rn tec ee, ee R 537.SL5 
Spalding, John Lancaster. Aphorisms and reflections: conduct, cul- 
ture and: religions )19 OG Dvgerg et rose eee eee R171.Spl 
Thebaud, Augustus J., Reverend, S. J. Irish race in the past and 
. presents CUSOL sess eae a a aE Teg eae Acad ke ee | R 9415.T3 
Tissot, James Joseph Jacques. Collection: Bible paintings, Old 
and »New testament series.” (19045) 4. oa 2 as ee. ee jR 220.T52 


Tocqueville, Alex Charles Henri Clerel de. De Toqueville’s voyage 
en Amerique, ed., with introd., notes, and vocabulary by R. 


Clyde Ford. 1909. (Heath’s modern language series.) -...... M 91.T56 
PERIODICALS. 

Americas: o...522. i eco ae ae ak 2 R.L. 
American Catholic quarterly review. v. 1-37. 1876-1912.........000..... R.L. 
Annals ‘of the propagation of: the faith? 2..23.e0e eee R.L. 
Ave Marian o.oo eas RE Rare ate ess testes ee ses a R.L. 
Brownson’s quarterly review, 1844-64; 1873-75. 24 v. 0. R.L. 
Catholic’educational review. 22.62.55. ee R.L. 
Catholic missions. 92.1 222260.ie.ci 6 ed cn ee R.L. 
Catholic University bulletin; quarterly, 1895-Oct. 1909. v. 1-15, 

1895-1909... 1B wey crate ie a aati tak anes ee gees ec R.L. 
—Index, .v. 1-13. 1895-19076 2.228, Boe R.L. 


Catholic world; a monthly magazine of general literature and 
science. v. 1-15, 17-20, 22-34, 36-45, 54-638, 71-date, 1865-87, 
91-96; 1900-date.: © 805:v. » sic ces eee eee ee eh R.L. 


Dublin review; quarterly. v. 186-date. 1905-date. -...0.02..0..222222.ceceeeeee R.L 
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Eight or trath,y 2 2 Fs ROR ORE BL RDO aan hale BR te ana R.L. 
RMAMOENT 11-7 eu Mere RAV ie ee (eet. Tale ee ee R.L. 


PHILOSOPHY (INCLUDES ETHICS). 


Conway, Katherine Eleanor. The Christian gentlewoman and the 


Tule USER bhai e255 £770 EN 2] 1) pd ea Se a Ae 177.59 
Gracian, Baltasar. Art of worldly wisdom; tr. from the Spanish by 

OTST OU SUESTOS 72 8 RONG NMR ak eae aan eae MU Meh LO Aa) 170.93 
Keating, Joseph. The drink question. 1914. (Catholic studies 

Rie aL POT OPI ee ik aie We eas eee ha EEA Sle oa 178.43 
Maher; Michael.»-Psychology. Sth: ed... 1903., 22.222. 150.80 
Ming, J. J., Reverend, S. J. Data of modern ethics examined. 

1 Beds Vo ROCESS Eel I Ai a a 9S nO et at ot Doo, 170.48 
Spalding, John Lancaster, bp. Glimpses of truth, with essays on 

Fpicletus And. Marcus, AUTCLIUSe yeh OG. cece le cac eres Sc encbonseemsetectna ton. 170.62 
Wright, Thomas, Rev. Christian citizenship. 1914. (Catholic 

“Amita ktst Or baleclely Ea) vaca Rep CRAG CPR pl rs iene: Wee One SO | saa a aie ORE 172.37 


RELIGION. 


Addis, William E., tr. and comp. Documents of the hexateutch. 


VELL So Noite hfe 2 A) cab AUS ate potee at I RAs "OR SNe ee nS Ben 222.7 
Alzog, John. Manual of universal Church history; tr. by Rev. F. J. 

Pabisch and Rt. Rev. T. S. Byrne, D.D. 1874-78. 3 v..........- 270.23-25 
Balmes, James, Reverend. European civilization: Protestantism 

BndeCatholicity COMpared. § 18 H4 oie. cdot ee tenn ecto semen ses 282.9 
Bede, called the Venerable. Ecclesiastical history of England; also 

the Anglo-Saxon chronicle; ed. by J. A. Giles. 1878. -............-. 274.16 
Benson, Robert Hugh. The religion of the plain man. 1907. -......... 282.32 
Bible. Texts. Holy Bible; tr. from Latin vulgate. 1899................ 2205.6 


—O. T. English.. The Old testament; three hundred and ninety- 
six compositions illustrating the Old Testament, by J. James 
PEPE Gime JUN S Votes Ve ae, bk te ain sep ea acawonagn anne -setanqvociten *221.23 
Birkhzeuser, J. A. History of the church from its first establishment 
to our own times; designed for the use of ecclesiastical semi- 


MAPIOS ATIC: COMES.) LODE 6 cere ae wep arctan neenmnnnnpeccarapomnendaae 270.37 
Birt, H. N. Benedictine pioneers in Australia. 1911. 2 v........... 266.135 
Boedder, Bernard. Natural theology. 1902. ..........-......-------------------- 210.12 
Brueck, Heinrich. History of the Catholic church, for use in semi- 

naries and colleges. 1884. 2 V. .......----------------- aks a cae te, 282.37 


Burke, Thomas Nicholas. Sermons, lectures and addresses delivered 


in the principal cities of the United States. Pee lOTds) 0: De Ms 
EN dy Gime RNR OR TR I” OSE RICE BS Le hy EE a De® 282.34 


Caddell, Cecilia M. The cross in Japan: a history of the missions 
of St. Francis Xavier and the early Jesuits. New ed., with 


preface and supplementary chapter by the Bishop of Salford. 
1904. 266.136 


cna dpeee one Peres ss ser ens comet anagem ores SU Sage qn snes 65 Ge Se REa SERed sae nae Sen eesseqacuemecauerrener® 
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Chateaubriand, Francois Rene Auguste, vicomte de. The genius of 
Christianity; or, The spirit and beauty of the Christian religion. 


Ce 1884, scrap eee ae oa ea ee ta ad ne 270.48 
Conway, Katherine Eleanor. In the footprints of the Good Shep- 
herd, New. York, 1857-1907. 8d eds21910, %. a2) Cee eee 2719.1 


Curtin, Jeremiah. Creation myths of primitive America in relation 
to the religious history and mental development of mankind. 


VSO i ee cosa ctu nk Jog ccna Deplaeenre he aR oar are aS Ap a 291.50 
—Myths and folk-lore of Ireland. 1889. 0.020222 293.11 
—comp. Myths and folk-tales of the Russians, western Slavs and 

Mapyars.= 1890. ic. cscs ease ee aan 293.16 


Dollinger, Johann Joseph Ignaz von. The Gentile and the Jew in 
the courts of the temple of Christ; an introduction to the history 
of Christianity [tr.| from the German by N. Darnell. 1906. 


Dip. scecedsecensncoadecvudecclicceebcsdee hace toes cbdcoacs nucedswatebctes techie ote aaa aa 290.71 
Donohoe, Thomas. The Iroquois and the Jesuits. 3d ed. [e. 

1 EI Ee en AVM MEAMNS Ao ere Rr hime 266.134 
Elliott, Walter. Life,of Jesus Christ. 1904. 2.2... 2a ee 232.53 
Engelhardt, C. A. The missions and missionaries of California. ~ 

V.11-8; 91908-18.. 8 Vek the ee 266.141v1-3 
Faber, Frederick William. Thoughts on great mysteries. —............ 230.28 
Fathers of the London oratory, tv. The new glories of the Catholic 

church,.tr. from the:Italian. 11th ed. [1880?]........00000.. 266.137 
Fouard, Constant, abbe. Christ the son of God; a life of our Lord 

and *SaviourJ esuss Christ.)2. is ie oe ence eeese scat 232.43-44 
—The last years of Saint Paul, tr. with the author’s sanction and 

eooperation by Gi.F. X.-Griffith., 190 lie es 2 ee 2209.3 
—Saint Pauliand his missions. (1903. -..222g eee eee 2701.2 


Gasquet, Francis Aidan. Eve of the reformation; studies in the 
religious life and thought of the English people in the period 
preceding the rejection of the Roman jurisdiction by Henry 


Gibbons, James, cardinal. Ambassador of Christ. (c. 1896.) _......... 250.27 
—Catholicism. (In Progress of the century.), ..2.0.2..2..-..0-. cues 901.5 
—Discourses and sermons for every Sunday and the principal fes- 

and the principal festivals of the year. [c. 1908.] -................. 252.106 
—Faith of our fathers: 59th°ed: 1902020122 eee 230.33 
—OQOur Christian heritage... © ¢.) 1889; occ Spa ae pce 230.34 
Griffiin, M. I. J., ed. Documents relating to the history of the Catho- 

lir church in the United States. v. 1-2. 1888-89. 2 v......... 282.19-20 


Henry VIII, King of England. Assertio septem Sacramentorum; or, 
Defence of the seven sacraments; re-edited by Rev. Louis 


O’Donovan, with a preface by Cardinal Gibbons. 1908............... 265.2 
Hilling, Nikolaus. Procedure at the Roman curia; a concise and 
practical handbook; tr. and adapted. 1907. -.....222.2.........-eeeeeecoeee 282.28 


Ireland, John, abp. The church and modern society. 4th ed. 1903- 
045-2). w. soccer 282.22-23 


RELIGION. . 13 


Joyce, Patrick Weston, tr. Old Celtic romances; tr. from the 


LRU TE a0 aT 2c a 2 ele ie ep" SNe Se a ag RE te 293.48 
Kennedy, Patrick, comp. Legendary fictions of the Irish Celts. 
RIN ee ROE a bd ES me 2d eS Ee ee 293.30 
Leo XIII, pope. The great encyclical letters of Pope Leo XIII, with 
BeUretnce 0 ¥ culate ou VV VEIN Cet Oso. ure a og, es anges aan n-2o cas cde 282.21 
Lilly, William Samuel. Claims of Christianity. 1894. 200000000... 239.17 
PA CAGE GTIOTN Meta aL tera t Ra chile eA, ol e028 et a sin inde si Seve aS obidabcceenae 239.15 
Magevney, Eugene, Reverend, S. J. The Jesuits as educators. 2d ed. 
Pee Ur CONC OriCAletrucae library; yee anee se eee no) se asco 271.13 


Manna, Paolo. The workers are few: reflections upon vocation to the 
foreign missions, tr. from the Italian by Rev. Joseph F. Mc- 


SeLINICHG Voter CHU eU tL O Lelie te core Meehan Stee Bec a ek 266.140 
Manning, H. E., cardinal. Vatican council and its definitions: pas- 

OPM LELLET Ss FOOLNG CLOLZ Ver SOLO, Mel OS sca reas cea neces ie 230.17 
Massillon, Jean Baptiste, bp. Sermons, to which is prefixed the life 

of the west, from St. Benedict to St. Bernard. 1896. 6 v....... 271.6-11 
Merrick, D. A. Saints of the Society of Jesus, with a sketch of the 

ROCTOU MCRL SO Laren att ay etn ane wats 3 tere mate el prea tascec nee 271.12 
Montalembert, Charles Forbes René de Tryon, comte de. The monks 

of the west, from St. Benedict to St. Bernard. 1896. 6 v......... 271.6-11 
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PEL eURyeDETL SLRs, Ye Meek, oe alate ro: TORENT Diaeberael oe, RGA Toy tunn- 5 ee ee 204.71 
O’Gorman, Thomas. History of the Roman Catholic church in the 

United States. 1902. (American church history series.)............ 282.25 
Palgrave, William Gifford. Essays on eastern questions. 1872......... 297.2 


Parsons, Reuben. Studies in church history. 2d ed. 1901. 6 v. 282.12-17 


Reily, John Timon. Conewago; a collection of Catholic local history 
gathered from the fields of Catholic missionary labor within 


DUP TOACH MEL SOO eects ae han See ee ed oar 282.29 
Renouf, Peter Le Page. Origin and growth of religion as illustrated 
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Roman Catholic church. Pope. Leo XIII. The great encyclical 
letters of Pope Leo XIII, translations from approved sources, 
with preface by Rev. John J. Wynne, S. J. 1908. 000000. 282.21 


Shea, John Dawson Gilmary. History of the Catholic church within 
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Spalding, John Lancaster, bp. Religion, agnosticism and education. 
1902. 
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Taunton, Ethelred Luke. History of the Jesuits in England, 1580- 
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Thomas a Kempis, Saint. The imitation of Christ. (1910.).......... 242.21:2 
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Blane, Mme. Thérese de Solms. Condition of woman in the United - 
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McCarthy, Charles. The Wisconsin idea: 1912) 022k ee 353779 
MacDonagh, Michael. Parliament: its romance, its comedy, its 

pathos.. -~ 01902.) epee ee 323.19 
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RO pam Wis ete ss DONCGT me. rie ete ee ene, eer eo ok ek 324.7 
=< Jemoctracy in America. 6th ed. “1876; 20Vs cine... 324.8-9 
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with analogies and examples of its practical applications in 
everyday lifes 1891. or cao ce eee ee eee 537.51 
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practical applications, manufacture. 1900. -..2200000o lle 533.5 


Walsh, James Joseph. The Popes and science. 1908. ................... 509.13 
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La Farge, John. Considerations on painting. 1896. —........2002..... 750.14 
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Lanciani, Rodolfo Amedeo. The golden days of the Renaissance in 
Rome, from the pontificate of Julius II to that of Paul III. 
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Schubert, Franz Peter. Fifty songs. (c. 1904.) 
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—The romance of the English stage. 1874. ........-.---..-----.2-2:ssoc---s---sceee 812.3 
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——-Compromises. 1904 i003 uae en ee eee ra oe 829.R29 
—LEssays in idleness. 1898. ........: Se ented ned esayhcacsdee eae erent ee oem 824.204 
—Hssays in miniatures 0189200 2.0 ee eee 824.207 
—In the dozy hours, and other papers. 1895. ..........2.......---ceesese0e 824.238 
—Pointsvot: Viewsice 1802s cn nhc acacd ere enact tga ree 809.38 
—(Reading of ) memoirs and biographies. (In Counsel upon the read- 

ing “of; books.) sic. eae ee 028.6 
—~ Varia 2189s er ee ck RE eas ae ape ee 824.250 
Robinson, Paschal. A short introduction to Franciscan literature. 
Sala, George Augustus Henry. Echoes of the year eighteen hundred 

and eighty-three,.- 1884.7. 52S ee 829.147 
Sevigne, Marie de Rabutin Chantal, Marquise de. Letters to her 

daughter and friends; ed. by Mrs. S. J. B. Hale. 1868. -............. 826.17 
Stoddard, Charles Warren. Exits and entrances; a book of essays 

and. sketchesi\-.(1903.) chic eda as oe ee 824.282 
—The island of tranquil delights: a South Sea idyl and others. 

LS) eae Pott MCU Tas eas Sra EIT 824.St6 
Tabb, John Banister. Quips and quiddits, ques for the qurious. 

DOO aoc a lengit acess elpaee tg ante eee nt ee ae a a 828.T11 

POETRY. 
Blake, Mary Elizabeth. Verses along the way. 1890. ................ 8210.132 


Chaucer, Geoffrey. Canterbury tales; a modern rendering into prose 
of the prologue and ten tales, by Percy Mackaye, with pictures 
in colour by W. -A..Clark. 1004s: ceeetee eernaes 82117.M19 


- 
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—Canterbury tales with notes by Thomas Tyrwhitt. 1850.....82117.C391 
—Chaucer for schools, with the story of his times and his work, 
(comp.) by Mrs. H. R. Haweis. New ed. 1899. .................. 82117.H31 
—Chaucer’s Canterbury tales for the modern reader. (1909.)............ 
82117.C391:2 


leet ttt te tt eee et eee ee ee ee errr rey 


—The complete poetical works of Geoffrey Chaucer now first put 
into modern English by John S. P. Tatlock and Percy Mac- 
Mapa) Ao ge Nl a, eee 82117.C39:4 


—Complete works; ed. by W. W. Skeat. 1894-1900. 7 v........... *82117.C39 
—Poetical works, with an essay on his language and versification 
and an introductory discourse, together with notes and a gloss- 
Baw UP OMa SVP WO be LOL tae eee rasan 82117.C39:2 
—Prioresses tale; Sire Thopas; Monkes tale; Clerkes tale; Squieres 
tale, from the Canterbury tales, ed. by W. W. Skeat. 1874. 
PISLaTeNdONn se DTeOSSs SETICSs) renee ae tw eccykatece vers nant venice seccecnee 82117.C394 
—The prologue, The knightes tale, The nonne preestes tale, from the 
Canterbury tales; ed. by Richard Morris, with collations and 
additional notes by W. W. Skeat. 19038. -.W..0... we eeeee 82117.C392 
—Riches of Chaucer, in which his impurities have been expugned, 
his spelling modernised, his rythm accentuated and his obsolete 
terms explained, also have been added a few explanatory notes 
and a new memoir of the poet by C. C. Clarke. 1896. ........ 82117.C39:3 
—The student’s Chaucer; being a complete edition of his works, ed. 
from numerous manuscripts, by the Rev. Walter W. Skeat. 
fie TERESI OE So 9 RES Mi 2 le oc NO 82117.C39:5 
—The tale of the man of lawe: the Pardoneres tale; the Second 


nonnes tale; the Chanouns yemannes tale, from the Canterbury 
tales, ed. by the Rev. Walter W. Skeat. New ed., rev. 1904. 


PPE OTIUOE TESST SETIOS<) p sac. etna trs oe reds alciasess Sos e ics vse 82117.C393 
De Vere, Aubrey Thomas. Legends and records of the church and 

reco Copca ees fg cvee 8 bit bs Scola yale Soaiep Caan Une a Sue 2 a 821.201 
—Medizeval records and sonnets. 1898. .2200.02...c.2...-eeeceeeeeeeeeeeeeeee nee 821.200 
OP ORLICAT WOPKEI Mian SD Vo re ee ee 821.150-152 
Egan, Maurice Francis. Songs and sonnets and other poems. New 

TOES GRE COE ee a SR a Sal ry al OE Sk See a A ed 8210.274 
Faber, Frederick William. Poems. 11th ed. (1856.).....0...0..2..... 821.F11 


Ford, Jeremiah Denio Matthias, ed. Spanish anthology: a collection 
of lyrics from the thirteenth century down to the present time. 


oe BENG Ne SE lit aD Ai i een 861.1 

‘ Harris, Joel Chandler (Uncle Remus.) The tar-baby, and other 
ee hgit Mey BIT & Sees he os OE Res SS SC Re <t eee ee 8210.H24 
Howitt, Mary Botham. Mabel on midsummer day. 1880. ................ 821.77 
memermrogsé ay Natural  DISLORU tr LO | Op vee hws ot and ago sce cctereren ens 811.26 
Kelly, Meriba Babcock. Volume of poems. c. 1892. ................------ 8210.204 
Meynell, Alice. Collected poems. (Collected ed.) 1914................. 821.M57 


Moore, Thomas. Lalla Rookh: an oriental romance. .......................- 821.43 
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Poetical: works. 32225 BE oes eae ek a 821.44 

—Thomas Moore’s complete poetical works. (c. 1895.) ~............... 821.M78 

Newman, John Henry, cardinal. Verses on various occasions. 
18962. Bee Te EE AAS SEAS ore ch alae oe ee 821.215 


Patmore, Coventry Kearsey Dighton.» Angel in the house. 1892. 821.192 

Petrarch, Francesco. Sonnets, triumphs and other poems; tr. with a 
biography of the poet by Thomas Campbell. 1904. .............. 851.P44 

Pope, Alexander. Poetical works, ed. by H. F. Cary. 1872. -........... 821.50 


—The rape of the lock, An essay on man, and Epistle to Dr. Arbuth- 
not, ed. with introd. and notes by Henry W. Boynton. (c. 1901.) 
(The Riverside literature: series.)..22 34 eee 821.P81 


—Same. (In Complete poetical works.) ...........cc1csseccsecn0-seseeeesuncaesses R 821.P8 
—tr. (Iliad and Odyssey of) Homer. 3v. (Classical library.)....870.14-16 
Procter, Adelaide Anne. Legends and lyrics. (1906.) (Everyman’s 


TOTAL ys) agence eee eee Lit Lae et 821.51:2 
wes POBINS 6 hee none cage cessor e note h ce eeigen carte as mS tee pC ee ne 821.51 
Repplier, Agnes, ed. Book of famous verse. 1892. -.......00000002.... 811.93 
Riley, James. Songs of two peoples. 1898. ....0000.... eee 8210.225 
Tabb,.John: Banister... Later:lyricsa 1906.00... ee 8210.T11 
— Poems: -4(.Lith ed<) 1906.20 9 ee See eae ..8210.T111 
Tasso, Torquato. Jerusalem delivered. 1887. ~.......0.2...2..:.:--c00--- 8211.14 
Thompson; Francis. * Poems! 1894.2:...0:5.3 2 ee eee 821.178 

DRAMAS. 

Massinger, Philip. ; (Plays) o: tes scat i ae 822.3 
—Dramatic works of Massinger, with an introduction by Hartley 

Coleridge... 1840....2. witin se ee oe ee 812.12 


—(Extracts from) The city madam; A new way to pay old debts; 
The picture; The parliament of love; A very woman, or, The 
prince of Tarent; The unnatural combat. (In Lamb, Charles, ed. 
Specimens of English dramatic poets who lived about the time 


of . Shakespeare. ). 2022755 Sie Aigo gcse cca ena 822.L16 
—A new: way: to pay old. debts:: (In Plays:) .2..2.- 2 eee 822.3 
—~. —, (In Dramatic. Works.) cc epeccesbacecencpadsatcaepticcnteeseeee aden ocasa an 812.12 
— —Plays, from the text of William Gifford; ed. by Francis Cun- 
ningham: “18685. .0 oe elect eee ae eg 822.3 
BIOGRAPHY (Collected). 
Brookfield, Frances Mary. The Cambridge “Apostles.” 1907.....9202.B79 


Butler, Alban. Lives of the Fathers, martyrs and other principal 
saints; compiled from original monuments and other authentic 
records, illustrated with the remarks of judicious modern critics 
and- historians. 1889z:,/4 vy ini a2 wc. 2 ae eee 922.11-12 
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Campbell, T. J. Pioneer priests of North America, 1642-1710. 38 v. 


ATI PES os So ae, Oo eal tl enn Oe i ae ee a 9221.C15 
Casgrain, Henri Raymond, abbé. Wolfe and Montcalm. 1905. 

OLE ea, GE EM Beno ae ek ei a 92321.W83C2 
Clerke, Agnes Mary. The Herschels and Modern astronomy. 1895. 

foment Oty aeClONCHmBEIICMI ee yo. - eciret eS Pht) 8 A 9252.18 


Cothonay, M. B. Lives of four martyrs of Tonkin. (c. 1911.)........ 922.C82 
Drane, Augusta Theodosia. (Mother Francis Raphael.) History of St. 
Dominic, founder of the friars preachers. 1891. -.....-000..20...-- 9226.1 
Foa, Eugénie. Boy artists, or, Sketches of the childhood of Michael 
Angelo, Mozart, Haydn; Watteau, and Sebastian Goméz, tr. 
PRON GGE PENCIL G1 ote eee eee ene ye Pe 927.5 
Imbert de Saint-Amand, Arthur Léon, baron. Court of the empress 
Josephine. 1891. (Famous women of the French court.)........ 9234.61 


—Duchess of Berry and the court of Charles X. 1892. (Famous 


Molen aol see fencnwCOUrt, brett ee ee ee 9234.70 
—Duchess of Berry and the revolution of 1830. 18938. (Famous 
Min OUM OLE LnO-a rence: COUPL,) Ge-saatete nts ene tea A oe 9234.71 
—Louis Napoleon and Mademoiselle de Montijo. 1897. -.......0000022... 9234.98 
—Marie Antoinette and the downfall of royalty. 1891. (Famous 
Sete Mtoe eren Cho COUL Us) if. cose ee ee sek. ce nec c senda b eee 9234.65 
—Marie Antoinette and the end of the old régime. 1890. (Famous 
PeNteOL UG tor Encl yCOULL, ). erg cin. <.ccoco et cans geeks ec dk 9234.45 
—Marie Antoinette at the Tuileries, 1789-1791. 1895. (Famous 
Perr OTC LEI TORL PETICH “COUT. tee eit ere ene tenn ccetantcanltsseaseance 9234.63 
—Marie Louise and the decadence of the empire. 1891. (Famous 
LEDEAY SS oO ere gre) Qyeley Lele ole (i hod hd Pam Gant hee crake a LR an 9234.62 
—Marie Louise and the invasion of 1814. 1891. (Famous women 
SACRE Tile TE ry Tepes oy aa heeding anata a be 9 el ie Re so ae es ee 9234.51 
—Marie Louise, the island of Elba and the hundred days. 1891. 
(Famous women of the French court.) .......02000..22222-2.--.-ececcnennnn-- 9234.52 
=e NA DGIGOUSILE ANUS MISTCOUL Gs LOO So kore ccns oon kcee denen nbc cape cecdzesavbvagettes: 9234.100 
—Wife of the first consul. 1890. (Famous women of the French 
erage bea ted Y Nae ee AE i Ae EP Bah Sac) 2 «een cad Se ey eee One UN ee 9234.49 
—Women of the Valois court. 18938. (Famous women of the French 
PRED A YING at Si A TE rh al OR Ee) Bh eer on Oe eR tC 9234.72 
—Women of Versailles: last years of Louis XV. 1898. -........00000..... 9234.66 
—Women of Versailles: the court of Louis XV. 1908. 0.0..0.0.0...-.- 9207.Im1 
—Women of Versailles: the court of Louis XIV. 1893. 0.02.00... 9234.90 
la. Farge, Jolneu Grensmasters., «L008, ee. re ee ee 927.76 
Lamartine, Alphonse de. Memoirs of celebrated characters. 1856. 
OAS Rs ART ES We Re 8 ARNT ie EA ST ae lee le 920.41-43 
McCarthy, Justin. British political portraits. 1903. 0000222222... 9202.82 
Ser T MIELE ENO: SIXCICH. We LOUehas wins. tlceseeede et oc no aoe barenvanacesenacoer’> 9202.85 


—Modern leaders; being a series of biographical sketches. 1872. 920.25 
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McSpadden, Joseph Walker. Famous painters of America. . 
TOO 5 Fic Rete ee ce Wht Dada tehah a eeataciarincs hs 9271.M24 

Maguire, John F. Rome: its ruler and its institutions. 1857. ........ 9225.24 

Mann, H. K. The lives of the popes in the early middle ages. 1902-06. 





8 vein Adee a ee eB > 922.M31 
Molloy, Joseph Fitzgerald. Romance of royalty. 1904. 2 v...._... 920.M73 
Newman, John Henry, cardinal. Lives of the English saints. 

1900-OTL A260 Veco ee eee ce a 922.N46 
Paul, Gharles* Kegan. Biographical sketches? 722.2...) eee 928.15 
Savage, John. Our living representative men; from official and 

original’ sources. 18607 (20.242 Aa 9201.Sa9 
Sister of the Congregation of St. Catharine of Siena. Short lives of 
the-Dominican ‘saints. “L901. one ee ee ee 922.Si8 


Talleyrand-Perigord, Charles Maurice de, prince de Benevento. Cor- 
respondence of Prince Talleyrand and King Louis XVIII during 
the Congress of Vienna; with notes by M. G. Pallain. 1881.....9234.20 


Vasari, Giorgiv. Lives of the most eminent painters, sculptors and 


architects; tr. by Mrs. Jonathan Foster. 1855-64. 5 v......... 927.12-16 
Wiseman, N. P. S., cardinal. Recollections of the last four popes 
and <of *Rome-in their tiniesemedcaac ae eee cee em 922.7 


BIOGRAPHY (Individual). 


Anderson, Mary, afterwards Mme. de Navarro. A few memories. 


VB OG, oie PA nn Bae aaeeeet opcnnkd oe cent ee 9271.20 
Arnold, Thomas. Passages in a wandering life. 1900. —........... 9282.277 
Beaconsfield, Benjamin Disraeli, 1st earl of. O’Connor, Thomas 

Power. Lord Beaconsfield: a biography. 1879. -...........-.......- 9232.67 
Blessington, Marguerite Gardiner, countess of. Molloy, Joseph Fitz- 

gerald. Most gorgeous Lady Blessington. 1897. .................... 9282.260 


Bolivar, Simon. Petre, Francis Loraine. Simon Bolivar, “el liberta- 
dor;” a life of the chief leader in the revolt against Spain in 
Venezuela, New Granada and Peru. 1910, -....00.0.022.......- 9231.B62P4 

Bosco, Giovanni Melchior. Vullefranche, J. M. Life of Don Bosco, 
founder of the Salesian society, tr. from the French by Lady 
Martin. - “8d ed: 71898, Sev ae a eee ee eee 9225.B65V7 

Botticelli, Sandro. Ady, Julia Cartwright. The life and art of 
Sandro:Botticellte (1904.7 5 oe ae ....9275.B65Ad9 

Bretenieres, Just de.- Dunn, J. J. A martyr of our own day: the 
life and letters of Just de Bretenieres. (1907.) .......... ae! 9224.B75D9 

Burton, Isabel, lady. Romance of Isabel, lady Burton; the story of 
her life told in part by herself and in part by W. H. Wilkins. 


ch!) 7 inne ene MRM MR rte AR Ree 9207.B95W6 
Burton, Sir Richard F. Burton, Isabel, ae Life of Captain Sir 
Richard.F, Burton:. 1893.<:8 Vsti 2 eee 9232.148-149 


Calhoun, John C. Hunt, Gaillard. John C. Calhoun. 1908. 9231.C12H9 
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Casas, Bartolomé de las. Dutto, L. A. The life of Bartolomé de las 


Aa Meee ee eg tite, eee a ee ee 9225.L33D9 
Champlain, Samuel de. Dionne, N. E. Champlain. Ed. de luxe. 

JOU. eS ES Fee eae. SL ee Ae ee 92321.C35D6 
Chateaubriand, Francois Auguste, vicomte de. Memoirs; tr. by A. T. 

BOAR GLOSsss Ue meY Seb. ae Ee Oh 9284.67-70 
Claver, Peter. Peter Claver: a sketch of his life and labors in behalf 

Beene PACE Ble os. LOG, ek Ooi oe a 9225.C57P4 
Columbus, Christopher. Belloy, Augusius, Marquis de. Christopher ;, 

Columbus and the discovery of the new world. 1889... 9235.18 
—Lamartine, A. M. de. Life of Christopher Columbus; ed. by O. 

NN aa) re TEE LEM BERS ASST OR: 1 ane noo eh toes a 9235.26 
—Writings descriptive of the discovery of the New World. 

Te hcp gE pa Ehaa sae Bal Pale egal oy ale ce en ae ee a 9235.28 


Dahlgren, John A. Dahlgren, Sarah Madeleine Vinton Goddard. 
Memoir of John A. Dahlgren, rear-admiral United States navy. 


beri am ree ed a Pn et ae a Sa pe 9231.109 
De Vere, Aubrey Thomas. Recollections. 1897. 220.000.0220. 9282.256 
Dickens, Charles. Dickens, Mary Angela. My father as I recall 
Disraeli, Benjamin. Meynell, Wilfrid. Benjamin Disraeli; an uncon- 

Tee ETFS TV CP oe ae OE] 8 pala rie ceca dae SS un Se i ae 9232.189 


Elizabeth, St. of Hungary. Montalembert, Charles Forbes René de 
Tryon, comte de. Life of Saint Elizabeth of Hungary. ec. 


CE UISEEE (GL 2M ed al a Ree Sot OPEL A 5, ee eee Gein 1 aan EEE aaa 9223.1 
Faber, Frederick William, and Bowden, John Edward. Life and 
letters of Frederick William Faber. 1869. ..-......2000000000..... 9222.F11B6 


Francis, Saint of Assisi. “The little flowers” and the Life of St. 
Francis with the “Mirror of perfection,” with an introduction by 


PM TUE UL eae Eo Pip ia Be ne ie. Sonat Re 9225.26 :2 
—The little flowers of Saint Francis, newly tr. out of the Italian 

Perey eA TNOIN- ALNClO. oe LOUUs tere Sas rel le 9225.26 
—Jorgensen, Johannes. Saint Francis of Assisi. New ed. 1913......... 

at ie Sea ig ata ea ac Sac INE EER Seat ae ee 9225.F81J7 
—Leo, Brother of Assisi. St. Francis of Assisi. 1899. .................. 9225.25 
Francisco Xavier, Saint. Coleridge, H. J. The life and letters of 

Sieh ranciges Aver SLD G0. 101256 02) Vee ieee ne. 9225.F84C6 
Fraser, Mary Crawford. (Mrs. Hugh.) A Diplomatist’s wife in many 

inves reereeeraT tl and o 1) ete See ose lr er eh oe 9207.F 86 
—Reminiscences of a diplomatist’s wife. 1912. -...0..20002222222..... 9207.F861 


Galilei, Galileo. Fahie, J. J. Galileo: his life and work. 1903. 9255.G13F1 . 
—Private life of Galileo; comp. principally from his correspondence 
and that of his eldest daughter, Sister Maria Celeste. 1869.....9255.1 
Garrick, David. Fitzgerald, Percy. Life of David Garrick. 1868. 
(St RnR cc Ry Alia RA OA Sat Se Ae RE 9272.23-24 
Gladstone, William Ewart. McCarthy, Justin. Story of Gladstone’s 
ite t0..2 enl. 19067) 220.. PLU. oe ME Jia le Pa 9232.G45M13 
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Godwin, William. Paul, Charles Kegan. William Godwin; his friends 


and contemporaries, 71876, 2'V. 2a..2 7. ee... 9282.18-19 
Gordon, Charles George. Butler, Sir William Francis. Charles 
George Gordon. 1891. (English men of action.) -................... 9232.123 
Gounod, Charles Francois. Memoirs of an artist: an autobiography, 
tr.rby Av Eo Grocker, “1895 cigs Bice eee. otc attention 9274.12 
Grey, Lady Jane. Taylor, Ida Ashworth. Lady Jane Grey and her 
tamesi 1908S seca eee ee es oe eee 9207.G86T2 


Guerin, Eugénie de. Journal; ed. by G. S. Trebutien. 2d ed. 1886. 9284.2 
Guerin, Georges Maurice de. Journal; ed. by G. S. Trebutien. 1866. 


me aE ie Ee De Se TY Sie eS RG er LA 9284.3 
Hannibal. Arnold, Thomas. Life of Hannibal, ed. by S. W. Wight. 
b Roa} Ba eee ac aE Oe NPL Se eh Nyssche RE he (Boy aa Ot BTA 9236.10 


—Morris, William O’Connor. Hannibal, and the crisis of the struggle 
between Carthage and Rome. 1908. (Heroes of the nations.)..... 


Scie bat eee an et ctg a dS a a 9236.H19M8 
Hawthorne, Nathaniel. Lathrop, George Parsons. Study of Haw- 

thorness; IS 76s ionisation 9281.6 
—Lathrop, R. H..Memories of Hawthorne. 1897. -.....00.000000000.2... 9281.108 
Healy, George Peter Alexander. Reminiscences of a portrait painter. 

L894 5< 5c. eee ie ile ep eae tac 9271.H35 


Henry, John. Ward, Wilfred Philip. The life of John Henry, Car- 
dinal Newman, based on his private journals and correspondence. 


19197.) Qewhito dae ae ane Ae sake ee ele 9222.N46W2 
Hogarth, William. Sala, George Augustus Henry. William Hogarth; 
essays on the man, the work and the time. 1866. -...................... 9272.3 


Hohenlohe-Schillingsfurst, Chlodwig Karl Viktor, fiirst zu. Memoirs; 
authorised by Prince Alexander of Hohenlohe-Schillingsfuerst 
and ed. by Friedrich Curtius; English ed. supervised by G. W. 


Chrystal 2190752322 Ve wit teteasas ce 9233.H68 
Hughes, John, Archbishop. Brann, H. A., Reverend. John Hughes; 
first‘archbishop .of New .Yorki 1892.2 ee ee 9221.48 
Ignatius de Loyola, St. Autobiography; ed. by J. F. X. O’Conor. 
L900) feiss chk acne ae Ad I. ne eee ee 9226.L95 
Irving, Henry. Brereton, Austin. Life of Henry Irving. 2 v. 
1]: eel et oR ee EM ONO A Tey UR tr na VIS IS P| 9272.Ir8B7 


Joinville, Francois Ferdinand Philippe Louis Marie d’Orléans, prince 
de. Memoirs (Vieux souvenirs); tr. from the French by Lady 
Mary Loyd, with many illustrations from original drawings by 
the “author..”:-LBOBis ee ee et ee 9234.J66 
Josephine, empress of the French. Imbert de Saint-Amand, Arthur 
Léon, baron. Citizeness Bonaparte. 1891. (Famous women of 


the ‘French court.) 2 322% Soe ee eee I ea ae Ne 9234.64 
Lacordaire, J: B. H. D., abbé. Montalembert, Charles Forbes René 
de Tryon, comte de. Memoir of Abbé Lacordaire. 1868..-.......... 9224.8 


La Farge, John. King, Clarence. (In Century association, New 
York. King memorial committee. Clarence King-memoirs.) 9251.34 
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Lamartine, Alphonse Marie Louis de Prat de. My mother’s manu- 


ues deg ie od es Jed Dns Rly ets Pig Lad 12) ne i a an 9284.35 
—Twenty-five years of my life. 2......02..2.20.02.0c co cceeeeeeee eee eee In 920.31v3 
i pnt lil li Ae os SS 9c-a See TS ae NSIS ce Rr 2 2 9284.4-5 


La Rochejaquelein, Henri Du Verger, comte de. Guwiney, Louise 
Imogen. “Monsieur Henri,” a foot-note to French history. 


ae RE aR en ee ese Diy. gO stencpenia tae hepa hg snp acendinscaarcacon 9234.77 
La Rochejaquelein, Marie Louise Victoire de Donnisson, marquise de. 
Bereir es tare TOM Lie rh PONG. mkches one eee ea eect econ cand coc 44.5 


Leo XIII, pope. McCarthy, Justin. Pope Leo XIII. 1896. (Public 
MIRE OL AAAIED Voc ea ee eee gs ee trate aka ion eo ccavae nee 9225.23 


—O’Reilly, Bernard. Life of Leo XIII, from an authentic memoir 


Peay Ss DISTOFOCE OL SO. a te ee, Bi 9225.19 
Libermann, Francis Mary Paul. Lee, George. The life of the Vener- 
Bisse b rancis | Lapermann: © slo Ul & cee enee ets zee 2 ee 9224.L61L5 


Luini, Bernardino. Williamson, George Charles. Bernardino Luini. 


1899. (Great masters in painting and sculpture.) —.................. 9275.29 
McCarthy, Justin. An Irishman’s story. 1905. 20.0.2... 9232.M13 
meet POINITHISCONCORL Lous! eae We aes. ee an oe Nea 3. 9282.282-283 
Madison, James O. Hunt, Gaillard. The life of James Madison. 

TH) rere ee eater ee ra ee Re aS ee Agee Se toe ee a 9231.M26H9 
Manning, H. E., cardinal. Purcell, Edmund Sheridan. Life of Car- 

Pitino EDIT ee OOO amt he oe Shea oS oc chk Jaca coeakataaccavsgescaoc. 9222.75-76 


Marie Louise, empress of the French. Imbert de Saint-Amand, 
Arthur Léon, baron. Happy days of Mary Louise. 1891. ...... 9234.46 

Marlborough, Sarah Jennings, Duchess of. Molloy, Joseph Fitz- 
gerald. Queen’s comrade: the life and times of Sarah, Duchess 


Tre FURS Lee ays bead ae Tg Die te aac oat «nek ice ee ee 9232.176-177 
Marquette, Jacques. Hedges, Samuel. Father Marquette, Jesuit 

MiIsstmAry, anUr es PlOLCr en acne a we epee eae 9224.12 
Martin, Homer. Martin, Mrs. Elizabeth Gilbert. Homer Martin; a 

ig citin heh Etrerrtes’ Toa ROL I a. lap Oa aD einen 0 28 Poca Ae Se eS 9271.M36M3 
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with historical and biographical introduction and notes by H. R. 
Sq SE) 2 TES ITEPE, 23 RR SCe EEE a aaa ol ie el dey RE nie ia eh 970.294 


Leclercq, Chrétien. Narrative of La Salle’s first attempt to explore 
the Mississippi: Account of La Salle’s attempt to reach the 
Mississippi by sea. (In Shea, J: G. D. Discovery and exploration 


Oe TRIER ESTE SW aE RCCL EES I ce OM aes eeerme Specht oa nape 970.287 
Longstreet, Gen. James. From Manassas to Appomattox. 2d ed. 

on SR RIT RP a RES aa Mp sa ee a 9733.172 
Mulhall, Michael George. English in South America. c. 1878........... 980.3 
O’Callaghan, Edmund Bailey. History of New Netherland; or, New 

Vgeig oh ver telore aA atc OR pF are cred Relat s pao ee. 9 eaten ie ane lee ee ene oe 975.32-33 
—Documentary history of the state of New York, (1609-1802.) 

hie ee ho as hts eens Neal Miah so RR ARO Ek TOE a clea? iain eee oh ae 975.1-4 
—History of the Civil war in America; tr. by L. F. Tasistro, ed: by 

1S Fevebagie RR) e027 ceo CCRE TY (0 fs SR” Re ne ee a ok 9733.23 
Paris, Louis Philippe Albert d’Orléans, comte de. Battle of Gettys- 

bE SR oy A TG Bape Be all Ba Re ioe 5 aaa a oo Rene a oe a Sr Pa 9733.73 
—History of the Civil war in America. c. 1876-83. 4 Vv. ..............-. 9733.23 


Polo, Marco. Account of Japan and Java; description of the island 
of Chipangu and the Great Kaan’s despatch of a host against it 
(1298). (Old South leaflets [general ser.] v. 2, No. 32. Boston, 


CSTR a Trg le a Re SA eee a 970.140 
Repplier, Agnes. Philadelphia; the place and the people. 1899.........975.45 
Roche, James Jeffrey. Story of the filibusters, to which is added 

The life of David Crockett. 1891. (Adventure series.)............ 978.10 
Scharf, John Thomas. History of the Confederate States navy. 

LS LUE 5 BUN AE la dit 2 27*! TOM Oo Ee a sol ne Se 9733.174 


—and Westcott, Thompson. History of Philadelphia, 1609-1884. 
eee ee, ee re has PP” 9) log Fig be ge Ts, 9751.8 
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Semmes, Admiral Raphael. Memoirs of service afloat; or, The career 
of the cruisers Sumter and Alabama during the war between the 
states.~ "18S Te Wee a de ee 9733.39 


Shea, John Dawson Gilmary. Discovery and exploration of the Mis- 
sissippi valley, with the original narratives of Marquette, 


Allouez, Membré, Hennepin and Anastase Douay. (1852.)......970.287 
—ed. Early voyages up and down the Mississippi. 1861. ........... 970.286 
Walworth, Ellen Hardin. Saratoga. (In Powell, L. P., ed. Historic 

towns: ofthe: middle ’states:):¢ — Ves te eee 975.46 

FICTION. 
Ayscough; Jéhn.) Hurdéottis 23 ee ee c Ay82 
Banim, John. Rival dreamers. (In Little classics, v. 12.).............. J.44v12 
—Same. (In Stories by English authors.) -..2..0.0..c0cciccccccccsecenemenenateneeen E.119 
Barry, John D.> Daughter. of Thespis. A2-c25.cn-eeee eee B.624 
Barry, William Francis:.—Arden Massiter:: 2.25.2.) eee B.563 
—The two ‘standards; 2-2 ans Se ee ee B.544 
——Wizard’s knot. .5 8 occa ie ee el aie eee B.578 
Bazan, Emilia’ Pardos6 Angular :stome:) ican ee B.367 
—A Christian. woman... 2 a eee B.329 
—Morrina (Homesickness); tr. by M. J. Serrano. .........-....--......-..------- B.359 
—Swan of “Vilamorta 2st ee es ee cle es ee B.354 , 
—W edding (trips 2... ee ee Se re B.336 
Bazan, René. Davidée Birot. 0.00... She SRC Are Ope 8h EA | cB348 
Belloc, Hilaire.’ The’ Girondin At:. 22... a rie eee cB417 
Benson, Robert Hugh. By what authority? 2000.20.00... cB4453 
—The ‘kine’s achievements ee oo ee ee cB4451 
~—Loneliness:?. 2.30 ctl ss et ec ee ote Se eet ae Peal Pea cB4454 
—lheaqueen’s tragedy.) 2..c2e Sine pak pe eee Oe cB4452 
—~ A WITNNO WINGS noo ncccntaned obese eee teen a wc eh cB445 
Biart,; Lucien: * Involuntary woyage.-_- a ee ee ee B.225 
Blundell, Mary E. Sweetman. (M. EF. Francis.) Sie ots Thali. F.252 
-——Daughter .of the’ soul. Gori ia ewes nce bacekaceaig ee Ree ee F.189 
—Dorset: dear; idylls: of country, life.) 2722 oct cF847 
—Fiander’s wid 0 Wap va. 4-5-<-5.. cede es rast ae ee F.245 
—In a-north: country. villages «stories, v.25 cate ee F.113 
—— Miss. “Thr iis cnc as, oe ses aa Re sce a ed en F.218 
—Pastorals ‘of: Dorset. ose. oe ee ee F.233 
— Simple ‘annals. -::..55.<ucete cos 2 Riese ee ae eee cF8471 
— Wild wheat; a “Dorset:romance, te ee cB628 
—Yeoman Fleetwoods<a novels _2.:.20 a ee F.228 
Boulger,.Dora., (Theo Gift.) V Maid Bilhice. <2 ee eee G.44 
Bowles,’ Emily... In: the: Camargue, 22920, 22 2.0.1 ee B.168 
Brewster, Anna H. M. St. Martin’s summer. .....000000000002000002..... Sen B.60 


Caballero, Fernan, pseud. Bread cast upon the waters. (In Stories 
by foreign. authors.) 2..e a es ee ee S.407 
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Canavan, Michael Joseph. Ben Comee. ...-.2.2....-.....sesecccecececcececeeceees cC160 
Castle, Agnes and Edgerton. Bath comedy. -=........2...0.22.222cccceteeeeeeee- C.482 
OTN EEE RE D1 cM EET be at ec OG OP tae, See > ec cC2795 
—F lower o’ the orange, and other tales of bygone days. .................. cC2796 
UES OS ie Se EO. SEAS ie ee ee cC2792 
SESE SQ TES aah Cd Delve aah ele Cale SU nt ae eee OS a cC2791 
(NE SEES US EAS LSEE Fre: <a SR a aC SSP il pe C.540 
COPA TG Teg Ur SD Ceo Uh) Si Ria Seen 0 9 Oe en cC2797 


—‘My merry Rockhurst”; being some episodes in the life of Vis- 
count Rockhurst, a friend of King Charles the Second, and at 


one time constable of his Majesty’s tower of London. .............. cC2793 
—Pride of Jennico; a memoir of Captain Basil Jennico. ...........00000.... C.449 
ple TEE EG ROMS sr Oo EP eat" eas Is sec A at 2 rue) eR AE cC279 
Been Ts PCa INET Ae POMMANCA eee or kth teen eer he etn oh cares nnnnade C.521 
CRETE oo osu ah MR ESAR Oh SP ed i RSE AESOP TR Sac hae aS cC2794 
Cervantes Saavedra, Miguel de. The adventures of Don Quixote de 

AO TOL RG RPS seek Rs aE aE ay Ria BoE AS vars ot AE hg C.6:2 
—The adventures of Don Quixote de la Mancha, tr. Ee Charles 

Aye, EN Eg OS es ec ON el ee Ee OE eee a ee a AY eee C.6 
—Exemplary novels; tr. by James Mabbe. 2 V. ...2-22...22.21ccceseeseeeeeeeeeeeee cC337 
—The history of Don Quixote de la Mancha with an introd. by J. G. 

PCN art +01 909,) 02 Ve (averyman’ si library.) iio ekos a cs C.6:4 


—The history of Don Quixote of the Mancha, tr. from the Spanish 
by Thomas Shelton, annis 1612, 1620, with introd. by James 
Fitzmaurice Kelly. 1896. 4 v. (Tudor translations, 13-16.) *C.6:5 


—Ingenious gentleman Don Quixote of La Mancha; tr. by John 


CO ETA WEST: og 0 al iE SIR: OE SOS. Se ERE ee a Pee C.6:3 
Chateaubriand, Francois René Auguste, vicomte de. Atala. (in 

US EUS PE RE al hag 12 Meet STA ac apker st  oie th A  ae ee C.264 
SreNsINI es BUGt OG) FE IAMETEY.. o ASWARCIIND oo 2c. 0.c ccc cecrsenadeasce rs ocnebasdedsncceesnpeand C.469 
LETT goa epee aaa ae Der ali Rae ae St” aN EA RO a Cha eR ee eakeS cC455 
meeemeht.im Acadic {and other stories). ..202°-2..- 2... C.453 
Connolly, James Brendan Bennett. The deep sea’s toll. -.........0....... cC761 
mA AN eae ra Fo eae hc imctncige noah pag eecimtbnian sian eavens cC7611 
re org Ls MBPS pa a gles BE Br foi i nal Sea Se eRe ee ROR cC7631 
1 SL Ua erent: valet ieeade Diets ae RSs Ripe tne note me Beam aepie ee eee mea mE C.523 
EMOPTOLTAOCTIC «Ae eiMiDIGctalGee sors petit ST a ie cC763 
ORY SUING ae Soot ES se STE Gall IS, ER apa one bare, SF Peer RRL Se, LURES a C.517 
6 SE NEA SS Sy mag cs Pps eng Sakae a are > ClO BU ce C.530 
Coppee, Francois. Substitute. (In Stories by foreign authors.)......$.411 
—Tales for Christmas and other seasons; tr. by M. L. Jones. ............ C.492 
SL ONSTALOB LAV W aliat. DAINOd.. 2h ee oo os oe acetone ste nae C.281 


Cottin, Mme. Sophie Ristaud. Elizabeth; or, The exiles of Siberia. C.225 

—Matilda, princess of England: a romance of the crusades. 
OTC Raa CED. Se: Rane eas Re Re C.210-211 

Craigie, Pearl Mary Richards. (John Oliver Hobbes.) The dream 
MIPIM OIOSIN OHS, hes Manerewean as cia tha hae en nt ase Oca we cH6521 
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~P lute: Of Pas : feces lieve ce dunn noleol sis eet gaet ase teeta ical tne dea ee cone cH652 
—Herb-moon: a fantasia. ........... RPS R the cd Tae Map nat ee H.384 
—Love: and -the-soul hunters. *-2.0.. Wek ena. H.479 
—Robert Orange; a sequel to The school for saints, .................000.....- H.440 
—Some emotions ‘and a morale eine ere rete esas eee H.313 
—— SCHOO] LOL SAIN GS. ecole sdecnecese-cesedaedecoes acess oedunecsce caste tie nena H.405 
—— THO “VIN YAN. .- accep speatencetee heey eece co Sees ies: cocaséne scans escaaahne eal an H.502 
Crawford, Francis Marion. American politician. ..............222.220.0..2....---- C.203 
—A PetHuUsa. sieccsc es. shopdanvanmtheaact arte te nated iD Bas OU aca | ee geen ea cC8574 
--Gasa. Bracclo.¢-2) Veo touia-.- cere ae ee Se ie end C.378-379 
~—Cecilia;‘a'story of modern Rome; -.c.).-:.3.:. 100s. C.505 
<—Children’ of? the-Jringes oo.) .0. escnetersneabevrat sca: subtues tanenee bce eee C.324 
=—Cigarette-makers’ rOMANCE. 2. i As psssrteccadscouusle-ssasapieel-. eo \on eee C.256 
—Corleone; ‘a.tale:of-Sicily.) <2. y.. Lesa aioe ee eee 
—The s diva’ srl ye sic ants oe cC8577 
=—Doetor® Claudius ci. Siie ae ee ieee C.191 
—Don+Orsino, 3 See Pe Sa et C.317 
-—Vair: Margaret: a: portraits. cee a ee ee ceC8571 
—Greifenstein. 1:2 4.2 ot ene ee ee eee C.244 
—Heart of Rome; a tale of the “lost water.” _..0........2 eee cC8573 
—In the palace of the king; a love story of old Madrid. -................... C.487 
—Katharine, Lauderdales) 2: vice eee ee ee ee C.365-366 
—Khaled::a) tale: of\7Arabia.: 2.2)22. See ee C.257, 
=-A-ladyof Rome. i A.504 ee ee ees lot eee cC8572 
— Little city of*hope; a Christmas: storysci eee cC8575 
mn E OVO: INF IGLONOSS se). Felehcds ecko kcllbe yh caclea sake ele neue su cas nee Oe eos C.503 
——Man ‘overboard! : }:i2.%. 22 2 a ee C.506 
—Marietta, -a»maid:.of Venice? hic. 240025 neg Lee ee C.504 
—Marion -Darche. =. 2acisccscccsctapeselein ee ee A C.352 
—= Mar7io’s CYUcCh fix. oi aocccndd. < Soccnj Pian oh linda aero gees Gis a Sa eg C.228 
Mir TSAR OB a niecincusidanowectings notoasntana ce NORE AERD Le gees en eeeetan LE egg e aeS C.159 
—Paul Patofis i. er ae ee ee Se eerie 2 ee eee ..C.229 
=PietroGhisleriss yc re ee ee ala ae C.353 
-—The -prima, donnai ccs ee le eens ee ee cC8576 
—Ralstons; a sequel to Katharine Lauderdale. 2 Vv. .................... C.374-375 
— ROMAN! SINGOMs a .cenaek Snes ence cats wage C.204 
—A rose: of, yesterday.ncc ae eg ee os ee ee ee C.433 
Se 1: te RR LN cB eh ener Ree ene MOR eR In C.392 
Sant’: Jlario; sequel *touSaracinesca so = ee ee C.245 
~=Saracinescas 743A i ee Ee ne eee C.227 
<= Stradellas tei nie ek AR Ge ee ae cC8579 
Tale -of'‘a» lonely parishias sin <.5.. east eee ee C.226 
—Taquisara,. © 209 a sce Se rca ec tteere pence rmx syne te C.407-408 
+The three. fates. sicseiice.lepiengicbnan qerdoyeteanninicecemnvininanan tee eae elo C.329 
—~T'0 leeward a8 2a iss Bens Sees ete geo =» ect C.178 


The: undesirable ‘20 VErNeSS. aecescat ite o-oo egaes cC85710 
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—Upper berth, and By the waters of paradise. -2.0.20..20.20..0--ececceeceeeeeee C.371 
—vVia crucis; a romance of the second crusade. -00........-220--2200-e0ceeeeee ee C.488 
rte TG DELS. CRU URIs p! 60 cas oa ar wee ee Pk ge cC8578 
Sey NOROMV OTS SIMI FOL CLC, renee tae ae ee oe re hs eG cC857 
= Wastiemrerenrios: ag TAninisticutele.: 1.1.50 2th se ee. C.292 
SRMEPU ne LININOTEA Us, Coenen te cere hes ii ea le tA tas C.250 
8 CENRUE NEL Y <p peel ie edie sen ci BS Siac ga 9 GPRS AR Sia eee Sa ed C.205 


Crowley, Mary Catherine. Daughter of New France; with some 
account of the gallant Sieur Cadillac and his colony on the 


LEE SV RE Se > SRM Rea Y Seok ls © sata. Geto Sc LORIE Gk D2 C.495 
—Heroine of the strait; a romance of Detroit in the time of 

SES AE OREO one Rae tet PRP oad roe Why pot re cobain eee C.509 
—In treaty with honor; a romance of old Quebec. -.....0....00.22000.0.222...- cC886 
—Love thrives in war; a romance of the frontier in 1812. -.....0000000.... C.533 
Dahlgren, Sarah Madeleine Vinton Goddard. Chim, his Washington 

Le ge Me ae EOE Sp te iy ary ok rele pe ie Bellet pee ee D.223 
Saag Da UR EEN UY fr ae Rad en ca ee oh oe en ie, a ie Re D.171 
De la Pasture, Elizabeth Bonham. (Mrs. Henry De La Pasture.) 

ebm bals yang DSTA C iaedei far tty eck has, pete pal eden tice cete Nl thle arerea cD3741 © 
wag ACV ag a ge beet AVES Et So 2 eae eras eget lt pcre pa ah PRinh Sri ae e RE S nae cD3743 
TESTO Ler OC Hoe ee iene son tence mee ere oe ere eer ee cD3745 
SN WSL AE UOT 0h dole Senator at pedi galas ls cael Se AS a RN cD3742 
—Master Christopher. Se Re ch Tie, Abe PL, is PSA AN 5 Sad cD3746 
SOPRA Rb eage Na A Sale call Lhe BES i See Ope RR aa ea re cD3744 
eye 0 Te Bg SOTO ge, ie 5 Ga tae otk on a Re ih nla cD374 
Dickens, Maryoangela. A ‘Mere CYPNED. 2..-..-------ccstccens-ncceccenn-secne-zeale D.229 
SST abt: ZTE STC SE SY pike nee eee aaa i BE ee RSE OA Red D.81 
ake va eta end oa rr SEE Eig Teg ol Boe se Saas heed Ae Ra 2 D.251 
Diehl, Alice Mangold. Dr. Paull’s theory: a romance. ..................-.---- D.225 
Donnelly, Eleanor Cecilia. A lost prima donna. (In Round table of 

the representative American Catholic novelists. p. 9-50.)-......... cR760 
Donnelly, Ignatius. Caesar’s column: a story of the 20th century.....D.198 
SPRUE DE nT aS) oho la SEN NE Ae gee Litres BL a ad ee eR Sd D.210 
OE RA ERE ao) BIE, DS ee Re Se ean nop Ree Seed Leelee an D.218 
Dorr, Julia Caroline Ripley. In king’s houses: a romance of the 

EOE TAP eT ere Ra ss se a ea aRady RE eb Die a oe Ea, MARR ia, D.281 


Dorsey, Anna Hanson McKenney. The mad penitent of Todi. 
(In Round table of the representative American Catholic novel- 


Groh, Sea RULERS Win RRR GS AOE ne SMR oe Saat See Saar tei 8 cR760 
Dorsey, Ella Loraine. Speculum justitiz. (In Round table of the 

representative American Catholic novelists. p. 99-120.)............ cR760 
Dowson, Ernest, and Moore, Arthur. Comedy OLN ABB ee steak ose D.236 
Dziewicki, Michael Henry. Airy nothing. (In Tales from “Black- 

Rrra. cote) CSOT Ses eee cot ea eee fa oS en Be B.535 


Egan, Maurice Francis. How Perseus became a star. (In Round 
table of the representative American Catholic novelists.).-......... cR760 
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—Marriage- of * reason s-si--.522 8s ocho. screen ccteaaet iach E.99 

—Wiles of Sexton Magitinisé 25 2.c5 2 czestshest nectenes tilts ee cEg14 

Fenelon, Francois de Salignac dé la Mothe, abp. of Cambray. Adven- 
tures of Telemachus, the son’ of Ulysses; 233 i..c.. eee F.16 

Finn, Francis James. My strange friend. (In Round table of the 
representative American Catholic novelists. p. 153-174.).......... cR760 

Fletcher, Joseph Smith. Life in Arcadia. .20...........c.c. sccscccessseeccseseeen F.195 


—Mistress Spitfire; a plain account of certain episodes in the history 
of Richard Coope and of his cousin Mistress Alison French, at 


the time: of the ‘revolution, 1642-10447. 2 ee F.197 
—When Charles*the. First was-king: 2.2.3 he eee F.180 
—Where highways cross, ...........0..-.2..------- cine wi namesusthaudbvcud dence gat saan F.196 

. Fletcher, Julia Constance. (George Fleming, pseud.) Andromeda....... F.96 
—Mirage.- ‘(No name ‘SePr.) wise Se tes acest ones de cea ee N.20 
— Head :0f: ‘Med usaisy..22 rs eee phn ke cae oie ee a een F.72 
—Kismet. (No name ser.) ....... “edu Zd avanti onbcariank seatteete esate ane eae ee ae N.17 
—Truth about Glement Key. - 222.1: iig fst scacenetues caseeee eels ee F.117 
ma V OSES Te ieee g acon lacSendereepccnsccen ces acs» pbugucniantaeh neteeces sola eee ae aia eee F.90 
Francillon, Robert Edward. Dog without a tail. (In Tales from 

Blackwood. New? sere: Vo Ge) fsccecse cece aes eres tee al em B.147 
—Barl’s Denes 2.23 nee ee eee F.36 
—Grace Owen’s engagement. (In Tales from Blackwood. New ser. 

5 Dy Sh eer Rasen EMRE AL ote Gt Re i ee Le B.143 
—Left-handed Elsa. (In Tales from Blackwood. New ser. v.12.) B.153 . 
—Romances: of- the laws sacs icte ea anal cace casey ated ce F.120 


—Story of Eulenberg. (In Tales from Blackwood. New ser. v. 8.) B.149 
Fraser, Mary Crawford. Nee Hugh Fraser.) The heart of a 


POLS Bs 2g ccs stl.  Secenmeasncat asl nape tools See ee a ers ae ee ea cF863 
Gayarre, Charles Etienne Arthur. Aubert Dubayet; or, The two 
Sister repiblics. fon i cespan sc aperccestin ap tad k Seeseweh eRe Se G.68 


Gerard, Dorothea. (Mme. Longard de Longgarde.) The blood-tax. G.208 
Gerard, Emily de Laszkowski. My Paris masters. (In Tales from 


many. SOurCeSs 'W.i2.) ee ogee ec ee J.68 
—and Dorothea: ~ ‘Sensitive: plants: Seine een pace ee ...G.104 
Graves, Clotilda Inez Mary, et al. Seven Xmas eves. -.20000.2.2.22-22-0--------- Z.8 
Griffin, Gerald. Mr. Tibbot O’Leary, the curious. (In Little classics. 

Wer Ba) nec Re ee ee J.44v5 
—Swans of-Lir, «(InsLittle classics. -v.1.) S..2h.he ee J.44y1 
Harland, Henry. (pseud. Sidney Luska.) As it was written: a 

Jewish musician’s story. cn eee ee H.235 
—Cardinal’s” snuil=DOxs ick 5 oop cs ei ckcece cee coe ga ee gn H.443 
—Comedies and * errorss ) 262555 cece ety ene ee cH2261 
—Grandison Mather; or, An account of the fortunes of Mr. and 

Mrs: Thomas Gardinet.) :.....252 355 2 eee H.268 
mASTAY TOSCO. jo cncvienscnoesescesenesnsacsenans-ceqaimertokegeasaboiceaemngey pect aaa aan cH226 
—Head of death. (In Eleven possible cases.) ............2:.-0--c-2-----00---0------ Z.66 


—The Lady Paramoumten 2 oo etieeere ei ee H.468 
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—Mademoiselle Miss to which is added: Funeral march of a marion- 
ette; The prodigal father; A sleeveless errand; A light sover- 


Try faethe, Sa aORy iy Ro H.344 
ee WH eALL amen aie iar ee IN ene ee eS H.296 
SS ee ha YON 7 PNR SRA id, Seater Ms Od OE a A A er roe ee H.236 
SeaEE RE ROTICE OE ETS OT Oe es ead) tie ee a ea es ec dae oe oN H.503 
Pete CAVA e CNIS Se TOMMENCC, 7 eae ee eee SS cH2262 
CHEN PAOTLNOLAM, «<r, ied ce ae ere es Beet Oar. geile de vad H.237 
Harris, Joel Chandler. (Uncle Remus.) Aunt Fountain’s prisoner. 

Pace eOTiGS<Or the South: }i Secor te re ee eg 8.332 


—Balaam and his master, and other sketches and stories. ................H.433 

—The bishop and the boogerman; the story of a little truly-girl who 
grew up, her mysterious companion, her crabbed old uncle, the 
whish-whish woods, a very civil engineer and Mr. Billy Sanders, 


Bi RAR OT OL VAC vas 8) et] Gant csyiee, Bese ected asd veces uebi ey oeoe stan cH2421 
SeEOmICles) OL. Aunts MINerV yA Nits pees eee ee aon H.429 
—Free Joe, and other Georgian sketches. ....0.....2...2-2-20002---0ee0ceeee eee cH242 
—Gabriel Tolliver; a story of reconstruction. ................... 8 alta a By H.474 
erm TCL COULLITI OLE S COU Gr, tse cae ta esl boa see eR ote H.506 
—Mingo and other sketches in black and white. -....0000020200002020222ec- H.162 
aE ETMMUATES  TULATICEN CA OT cee eee chede kas sick Sonne ees a Rech eee woe H.325 
—Sister Jane, her friends and acquaintances..................--.222000...222--eseee- H.385 
—Tales of the home folks in peace and war, -.-.........-222...222220000eeeeeeee ee H.409 
Merriag Wiitiagl: @Oles- = WPAN. WALTING CON. ta 2 sesso ea thea kate H.25 
Se TER Pas ke a asd Log ibe oA MMi oa 9 6S RCs MR ea ae oe H.155 
Peete ae lA Soe LETINeA bees tas MALY: pvr tetees. © oe chee ie H.26 
STIS Le IA i SED eine ORI CP Seale A ER H.145 
SEN a toe PENG a Pichi Ns ei Sl ED 0S Agen Tg, See hee 2 a H.122 
SE Rd aot] [RM or FE ae a Siete peate yr ia sea ope eee aie er, H.189 
See TeICItAL OMe Y AERO AL CK ecm. Weta t Vee ere tai tcs Alte rcti ae Reed ence goat ckus scucee H.27 
eo ATTN Eafe eB DO a Tal aR alent ms ORE Je iene eS, os el H.28 
molt TE TTT en iG Be ERIN <n naan Remmi eens cag eg es OR eS es i Yeo H.29 
Seat NGT IAT ON Met er ets aero Nee ees a es mE H.30 
SY Ts ETAT ba 0) Wi a ep le a OR ob a LA Rat al ee oe et OB H.301 
Harrison, Mrs. Mary St. Leger Kingsley, (pseud. Lucas Malet). Mrs. 

Slaorimens a Seen Dlack ANC sWHILG. osc rscnceee anf oon eee cones M.143 
Hinkson, Katharine Tynan. Curse of Castle Eagle. -.............:........ cH5936 
Pea NLOT «Ol «KANO SiG Noe ea eecas eee kee aa) ot Ae Nita oe A Co cH593 
RTE CTEPTEA GN tess s he eee er ah ger da tonarpes rents Net decsmie Mie yreh ae cH5932 
oo The TEER? be nigga MON ae Oe eR paisa halen Aba Ay oie oleae. Ses ter he eee cH5934 
Pet imu A Lt SOG 45 LOVE Lia citscrd eee eed tg se eee et ens Aacse chee t a ras H.436 
eT Se PGP TIC LOL eit weno urge inion ceca abcted i teen asecent ant oentencrepevrwee anime noe cH5933 
Seen ATIC SiG 1S UR ATIC cerca hc fee dane ee a eae as cH5935 
The yellow domino, ands other storiesp2 e220 2..2 22... cH5931 
Inchbald, Elizabeth Simpson. A simple story, with an introduction 

ag 0 UM ag Cel To pg Re es 2 LONER ie all Sh eae SOREL EAP eRe 1.19 
Johnston, Richard Malcolm. Mr. Billy Downs and his likes. -........... J.131 


—Qld Mark Langston; a tale of Duke’s creek. ....--........--..0.2-.222...2-2..---- J.80 
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—Old times ‘in; middlé* Georgia occ a. sc eee, ee, 1 one J.143 
—Primeéssand their ’néig a Dors.. nce. cts seas eee ae eee we J.123 
ane W 10 W*: GUtHT i ee A ee ae ise as Be, sae ee J.120 
Jordan, Elizabeth Garver. ..Tales of a city room. -......... Li ese ey - J.151 
=P aAleg’ OL B= CLOLSCON kiecNty_-, 1c; be nedcank siete ea, she ere ee ea putes as J.165 
— Tales of destin Pe f.itorr ata ainc se easiee a ak ee eeieee Be aoe aac aie J.168 
Kavanagh, * Julia: AdGle; ac bien, center a nec eghsoeeee et ce ee ee K.28 
a ER ETICG. 7 trie cst en ace oe eee rad dy dallose RPA Ae aa aS seep oR ee ee a K.2 
mal OF” DOPTIGN ie acai ee soph ani Cts 8 tae) Res ie oa K.33 
—Madeleine: a tale of Auvergne. .......-.-2c2-ccecscceeeeeeeeeees 2tis iy eae ae chug K.4 
mon Nak Ca Ge fee adi scant eee a hong en ole os Be ee Oe gS rates K.18 
—+ Queen (Mab. 2.2 ie Eee es SE ae ee ee K.5 
—~Rachel* Graves: od Ae See es kee ea a K.34 
—Seven years, and other tales. _.................... Gada. ee tee oe Dae ee K.35 
Kennedy, John. P. -Horsé-shoé” Robinson. 2.225, se K.27 
Keon, Miles Gerald. Dion and the sibyls: a classic Christian novel. K.127 
Knowles, Richard Brinsley Sheridan. Glencoonoge. ....................-.....-. K.79 
Lamartine, Alphonse de. Fior d’Aliza; tr. from the French by George 
Perr yc Fae geck ape atoshee eg Peach coh een oe nee eee L.74 
—Raphael; or, Pages of the book of life at twenty. (Laurel- , 
crowned tales.) \ 40 siete: Sie eee ae eres tae Oe L.115 
— Stone-mason.of- Saint: Pointe ga ee eae L.2 
La Motte-Fouque, Friedrich Heinrich Karl, baron de. Thiodolf the 
Icelander;a*tomanée from ‘the Germania 4.315 F.58 
-—-Undine,. and: other ‘tales ea See ees a ee ees L.3 
Lathrop; GeorgeyParsonss tA itere] ow, st... tea ee ee ee N.11 
——Echo ‘of “passion scr u55 to ce terecessede tes see ghee, L.67 
—In thet distances. fi i or ee so ae L.70 
——New ports i 2 ee be ed ae i ee a L.73 
~—sOMebOd Y. 6186 ee es pele eo ok gene Scie ee L.64 
Lillie, Lucy: Cecil White. Esther’s fortune. :...,20 2:1...) 2 L.51 
—~ For honor’ sisak e:20 rer A A a I 1 5 eae ean 2 el ce L.99 
—Helen Glenn; or, My mother’s enemy. ~.........2.....-.-.22--2eceeeeeeeeeeeet tenet L.100 
—Phil and the baby, and False witness. ~..............2...22222ececeeeeeceeeeeeeteeeeeeees L.89 
—-squirels daughter. okie Sat ai ee ee ea ed ieee L.98 
Lowndes, Marie Adelaide Belloc. End of her honeymoon................. cL9541 
The 10d ge be .2.- 22s isi ee ae oe ee cL9542 
Mary. Pechell ac a uae eee a ee fa ie Tee a ge Oe are ee ee cL954 
Lynch;: Hannah. -Autobiography ‘of ‘avchild) 4 2a ee L.135 
McCarthy;. Justin. “The: Dictator®tee2 6 aS ee eee M.235 
* -s+Maurice: Tyrone... LO eee ee Ro gee ee M.2 
—Miss- Misanthrope, ics... 25 A ee M.121 
Red diamonds: 2c Bo ee ne aa se eee M.245 
meee RICO SPATN GS oss cue tees ae eee Se me eee eee SEA Pin sha) 5 eae yee M.259 
—and Praed, Mrs. Campbell. Ladies’ gallery............200.2.2.222222:0:22222--00-+ M.22 


—“‘The right honourable”: a romance of society and politics. ............ M.178 
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McDermott, William A. Gilliman Ogley. (In Round table of the 


representative American Catholic novelists. p. 177-207.) -......... cR760 
SCIVEMINUKES hreeted The Sls OL, GHG KIN Grsa s acresies iltnces 2 hs aes anetee sessed ices cM 227 
Machianvse seuss». LAG OL tne: ON Pielss ee. ee ee M.377 
—Through the turf smoke; the love, lore and laughter of old 

1g oS he Mie 0 eh ERAS tos Rn eh aS Atle” oy BAY SOS Pa a RC Ra a ae M.323 
NPA con oe AIeseandro.  DELTOUNEOs exe. eit ek beta ad es M.325 
Mitford, Algernon Bertram Freeman. Forty-seven ronins. (In Little 

SOS TIST ISS 2 Bi BOA RA oe et lee AO GR SL? aE Le a pe a J.44v11 
OPEL OP 2 a et ale a PALES aia at ieee SD dah ance ste, spp nie oY a a In 398.34 
Mitford, Bertram. King’s assegai: a Matabili story. .........................M.274 
sae OST IRS BEER Opts CE ad Sie a st Cy To i SAE lh LARS cite M.275 
PIVOReU AL GOMmHss. LEPICURCAN cae lLAles vce tnd eee ee eee he ae M.177 
Morvan, Louis. The secret of Fougereuse: a romance of the fifteenth 

century, tr. from the French by L. I. Guiney. ...........0000000000..... M.367 
Newman, John Henry, cardinal. Callista: a tale of the third cen- 

8 WR fr EK a ae aa Rng RA care SE Pea Pe otha KS Leon Ra ee UR a Re N.75 
——L0ss and gain: the story of 'a Convent. 2c occ tees esse cN465 
DP sa eyy Lion WV NED Wc WEL DOVSer a reste. astsnts teen eer chan eok~s oa 0.34 

MEIER WH TNERt IAM PS anstls NLONLO cece sete ree een ce rg caat as cOll 


O’Reilly, John Boyle. Moondyne: a story from the under world......... 0.17 
Palgrave, William Gifford. Hermann Agha: an eastern narrative. 


BPS Tire ar aVey bas Soto gy PR aoa alo ME EI 7A A WY Se ae P.1 
Penmuerton vax uristine Of nthe Nils. ee ace tg Baise 
RUMAMUU HEC OL TNOeSLA CGS ena tise es aie tee. 2 oe reki tench teceenrphissscoueny s-2eceneus P.193 
eee Leap Teh ES UAL OTR) te SUNS MOINS Bie i eto SUE OG eR ch San aN La RPE P.148 
Rr OTL Get Ai Se OT LCM Te | sy candk nese =<. dcdoae tak vents woertebies bce sacettel ohn abncsnnasue-soseee P.123 
—tThe girl with the red hair: a story of an undergraduate related by 

SUC PER DEAT | SUS riya iat oR Nac ROGIER Co RAR NSO fa OPA eee RAL Ea a ere cP3696 
ieee ERECTA EDV COC IE CEL VSstpetees Seca ola ter ck a a eta cad ee td ceca ost omen lan ap oa cP369 
MTT SES Leer en O WC Mamita rat et ook pee Sa cea a ca Salmi eon eon yo P.143 
SSM Dy O WONG Ried CS 1 Aga Pu cecal MRD Se aL A te Pape eee pe cP3692 
SET COS ALOE COTTE Te RE SS TCO Steet ARE ice OAD RR oR ac P.116 
REA HOIST GOL UT REIDY CULO sek arses n che Satteaars Se ouraren ywredeeSitveusy ranasarnae cP3691 
SN Onn VEGCris Ol GOP TOGI DOT Be res sarge 2s nt tis ain sn es an aon 8 neonate nace cP3695 
OTE TT a ROU icp eke te Rap ep ae: SINCE AOL AR 6 1 SPR Ree REE BEY Be am cP3697 
Serene ERATE PTE PUB COTD Ce Stiticgg tater son oe tude eanecee code Beta sean snhe sa ght ona saben p> cP3693 
SRO TTET EIR GG, Dy TE Wate BEAR lg eSeminar ort RR ras cP3694 
Reid, Christian, pseud. The picture of Las Cruces: a romance of 

EE Ses RE POL eatin 0 ea a nar OR SELTIES aren ase nae eae A cF532 
Roche, Regina Maria. Children of the abbey. ..............-....-:.22:c:00e0---- R.28 
Round table of the representative French Catholic novelists. (c. 

HELE OE ea RNR EES AS A> a ppm oho SG nie REL eee any 0) i eee cR7601 
Round table of the representative Irish and English Catholic 

area Sc AEDS a nnd aNd arpa ag cnchacgrangdeninte fe}-ndct~n pon ceR7602 


- Round table of the representative American Catholic novelists......... cR760 
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Round table of the representative German Catholic novelists, at which 
is served a feast of excellent stories by Conrad von Bolanden, 
Ferd. von Brachel, Dr. H. Cardauns, Karl Domanig, Emmy 
Giehrl, Heinrich Hansjakob, Antonie Haupt, M. Herbert, An- 
toine Jiingst, Everilda von Pitz, Otto von Schaching, Joseph 
Spillmann, with portraits, biographical sketches, and _ bibli- 
OTA DIY oo cansees Nace eet eelo ns os vo Buck epee totcak Sup Pe etree et ase ri pear ee eee G.211 
Sadlier, Anna Theresa. Mistress Rosamond Trevor: leaves from the 
journal of the above lady; being a narrative of certain events 
in the colonies of Maryland. (In Round table of the representa- 
tive American Catholic novelists. p. 275-303.), -....2.22.22....---.-- cR760 


Sadlier, Mary Ann Madden. Shan Dempsey’s story. (In Round 
table of the representative American Catholic novelists. p. 


y 7: Wy 6 Sl Eanes Ae ae ne DS pen Meter mites Sire TS cR760 
Seawell, Molly Elliot. Berkeleys and their neighbors. -..................... $.320 
~—Ghildren: of “destiny. 4250, bach ei tk, ee eee ge wc ee $.294 
~=<History of the Lady Betty Stair. xin. 2212 e2 occa 8.391 
—-House ofc beremont; a. novelonc cet cee S.452 
—Lively adventures of Gavin Hamilton. ......22202....2.2222222-2-.eeeeeeeeeeeee eee S.440 
-—Loves- of ithe Lady. Arabella. ti. 28.52. ee eae aces eee toe $.421 
—Maid Marian, and other stories: 40.7... eee ee S.316 
—Papa ‘Bouchard, oss se. 2 e S.460 
—Quarterdeck,. and "Hok’slel wo: cart erniett te diecast tiie eee $.390 
~The rock of; the: lions, 222. 25 rae ee ae oe S.447 
—oprightly romance:of.Marsactet 2) Vso) S.375 
Strange, sad: Comedy: 5 u.7c0e5 ee Saco Ae et a etek ee gee $.372 
—'Throckmortonivst. couse eee eee ee ee ST nS Raa ee ee tl re 
aL MO VICLON Ys Rb 2 Renee a elgetitee Ors chnnvenp tonegme a= she dope ocean ean cos eee ene ae cSel9 
a= Virginia. Cavalier. oer U zee: eee cttagenn as tecceen egret enter eer sae ae ee S.379 
Schmid, Christoph von. Rosa von Tannenbourg, tr. by Lucie A. 

Arch eri cics garcia acacia oe Seal oe wn he Oey ra a S.304 
Sergeant, Adeline. Christine 23.2 aNe-eers ee eee $.325 
——Tdolemakery: stizicceacdeicuclbc ir sec Sue UR Ra coerce, Sts ee S.21 
—~Ropue’s! daughters: sc teat ae ee ae oc . 8.4 
Sheehan, Patrick Augustine. Luke Delmege. ...........2000000000 00... cSh35 
—My curate, a story gathered from the stray leaves of an old 

CUAL Ys | nce dnecdeclop ssisetectensacdecevatetecal face i oka oe cies ike etn ae eSh351 
— “We are- French.” e222 See carte cSh36 
Sienkiewicz, Henryk. After bread; a story of Polish emigrant life 

to -Amerita, 02.2 nels See ee ee ee S.402 
~—=Childrén’ of; the? sO nee tits cee aces ep ee cSi162 
—Deluge; a sequel to With fire and sword. 2 Vv. -........0202.2222......--. $.309-310 
eas cE: N 1: Bini toe aed (Fh; Ac wei Meet MME mee AN Se $.384 
OP EDD BUM. oon ontosntsspckonts co sonaecutoen Sonetiee tena eater etass Gnd Onsa aan as eee ae S.428 
—Judgment of Peter and Paul on Olympus: a poem in prose. ............ S.448 
Knights: of the: cross... 2)v.3 ee ee eee a S.441-442 
—Let us follow him. ................00.......- ees ks ha 2S Sol an S.398 


SSMS? Mocs ec) bs OO en en Ee ee ce ee In 8.384 
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—Light-house keeper of Aspinwall. (In Stories by foreign 


SEUUAIOTH , Mister neta en Bitoteran el iatern Mer eae tet erica cee a 8.414 
ee REE se etc ame Leica Rit cl i Ia td A a In 8.422 
REY) pie Ste 8 ao a ESE SR an pee de a ate a In $337 
Pe SIMERORDIION Ge SUOTC a ce ee et ce pee Sh be ses S.401 
—On the field of glory; an historical novel of the time of King John 

MOUICR RI Tre OU OPOIMAn  COUPciN, pee et ee ee Le cSil6 
—Pan Michael; a sequel to The deluge. 22... ncn... ccceeenececceeseceeeecsececeeeene- $.331 
—‘Quo vadis;” a narrative of the time of Nero. -....0..0..0....22222202.-000---- S.376 
—Sielanka; a forest picture, and other stories. ..........00.00.2222200ce20-000--+- S.422 
—Whirlpools; a novel of modern Poland; tr. from the Polish by M. 

A. Drezmal: <..... oF apatidiig (Fath i nah are Riese pet She he pe OE Be cSil61 
Bey TERE E CORTON WORK ier cece eee a eee hee. ene ee got ea S.298 
—Without dogma; a novel of modern Poland, ....000..2.....220020-2eeeeeeeeeeeee §.324 
me VOL CNG INUSICIAN ANG OUNEI: SLOLIGS. 222s n re ao earaccepaemientcnaneendinccact 8.337 
EH CS Raa a Rs A BARRE SSE Ee im Das nine ean ic oe In 8.422 
Skinner, Mrs. Henrietta (Dana). Espiritu Santo; a novel................... §.435 
Smith, John Talbot. Saranac: a story of Lake Champlain. ~............ S.471 
BOUCesLre;cmmMiue. Attic. philosopher in Parise ices. se S.92 
Seemed HES DOINL EINE Ye OUTTA ceed oh tae pees ute nate tek ete aceen se daeeaapon coe $.93 
OSL See) Po MAE RD, at Sh Se Aa So S.94 
—Virgin’s god-child. (In Stories by foreign authors.) ...................... S.411 
Spearman, /ranksclamiton. Close of the day. <2... ek... S.478 
TEESSIDE WAT ae: Pega bo 2 a a ne ey cSp3l 
SPURT LOTR SEIT) pie an ae eRe sgd eh oe 2 at CSC oe aceon tte genase lieccocecbaccuas S.479 
=eielacror orders. stories. of. ratiroad’ life... -+2 2 ieee een ecccenee S.465 
—Nerve of Foley, and other railroad stories. -...:..................------------- cSp3ll 
SONNE VON aT 7 AS eo RST SON BRS TE SREBRONS as 9 So aes fame ONS ee cSp312 
Stoddard, Charles Warren. Chumming with a savage. (In Little 

EET TSB oat BS Sa WE aoa RED Bas cite ess oe PENNE a eFC en a J.44v18 
Thurston, Katherine Cecil. The circle (a ash SP aie tan ee 20 T.275 
fees PLY ATIRL ILS cw Nala te te ae ee ee a eee ceT4272 
= AS UTES pga ere] Cy th ome eel Sie gi Spain 55 leat aR alee a SSeS ogee MPR Soot cT4271 
ee EN Gu IAN CU GEAUGI sets TO VEL a a ke eg neer ingredients hei agence cT427 
Ete Eg) Boe te has WERE a daa REY © Reade ae tin (Use lin re Ae ee UPC Para cT4273 
Tiernan, Frances Christian Fisher. After many days. ..................----.- F.24 
EPCRA ihe oie ke aiethe ae te A RSE Fe Meet Re EN 8 SRN Sc aan Redd ay ade el Re ee F.114 
cA Rel SUES S ope aRee Ue oe pe ee Milne ok tor pS oe MARR, RP ap Oo Sa MMR a F.129 
ESR GAPS 02) 0d ge Sc ana mL CA ag hey tle ae EE eri F.144 
ISU T CAT: NOI NERS teri rk ts kA nite er toes oe alan ens ea datay F.215 
Seete hide: ANG -OLNETY SUOLIOS . gaccact cis arte poses ee ARS e i APS eee ot F.74 
wa EP NUS IPA ES BEE a ca IS abel Bee ic a eh nN ea F.55 
eee eT SRLOGL SCO TIO VE ernie Oe ae aca ast sgh ada ansh glans -ndaeseenetes F.85 
feet) Gave gemnnid “ENS ae Se mee a ee ene cee ey ect as F.103 
— “The land of the sky; or, Adventures in mountain by-ways. .........--- F.25 
LU APS OTT GC Bal te Qa co at <3 aa ia bated Neer, RR F.157 


eeranT TORS YNASORACT STS Secs aso ale es on Belinea ents de onside repens inne Cece ob ok na= dso ead F.49 
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Tincker, «Mary ‘Agnes; CA nrora: tie T.178 
By the ‘Tiber act Ee eee ee T.114 
—Jeowel’ insthe Jotog)) ese eee T.130 
San 1Salvadorssc ee oe Soon 7 ie ST es eee a ne eee T.227 
—Signor Monaldini’s niece. (No name series.) ............---..2200e-000e--ee0--- N.7 
—Sister Silvia. (In Stories by American authors. v. 2.) .............-.. A.126 
== WO | COLONELS. 6 0~. Mte ele eee ees eee re ec et T.162 
Verne, Jules. Around the world in eighty days. 2....022......200c000ccccscessseeees Vale 
—At the north pole. .............. Peet SMe) LVI SF ME RD aL hn ZL ECAS SS V.2 
= CacsarrnGascibel aici) 22 tent cee ieee Nae ese aaa REAPS ANE As gone V.41 
—The desert of ice; or, The further adventures of Captain Hatteras. V.3 
Am TOR: SSRIS seis roogncae tee vas tecesses RAR EEE eee ea ee eee AOS a Se! v.14 
—Doctor Ox, experiments and other stories. —..0.....0...0....c-eeeneeneeeeeee V.2 
——-Five weeksiinia balloonyiai sed aku - cie, 5. tea tenes owe eee etd eee V.20 
—Floating city, and The blockade runners. -...........222.2.2.....2---20-eeeeeeeeeeeeuW 27 
From the ‘earth ‘to ‘the: mony c22.0e, faros ves cece tecencnun se ae V4 
—Fur country; or, Seventy degrees North latitude. 2 v. ....0..0..00..--. V.45 
Giants TATE oS i Ree Ee eae get a ee V.35 
=—Heetor Servadacs ..i:2),A Sie, aes rae ie ag eee V5 
—A journey to the centre of the earth. (Boys’ own favourite 
ibrar ye) iss te a Ae pa 2 V.36 
—Michael Strogoff; or, ‘The courier of: thé ¢zare is a.) ee V.13 
—~Mistress -Branicani : 620s See eee nt ee ee V.48 
—+Mysterious island. 2.4 Ji: 3 22 irc iees pees altace erie ee ee eee aie ere V.65 
Same. (Teveryman’s “DTA ys) | peer csricnt cscs ote a eee <i ie V.6:2 
20 fF ons cometh oi ec phe ee pene ate aie ae en ee ork V.18 
~- Steam Nouses sis sc5 os ia es a rhea ee V.34 
= TONED “SUT. ees Re tea, es ee a V.7 
——Tribulations ofa Chinaman An, Chita. 2enee oe eters aoe V.16 
—Twenty thousand leagues under the seas. ...............22...222:.s:scsseeseeeseeee V.8 
Same. (Everyman's. library.) 1... cen kaos ee ee V.8:2 
—Underground city; or, The child of the Cavern! ees. 2 eee V.25 
—Wreck of the Chancellor: diary of J. R. Kazallon, passenger. ........ V.9 


Villebois de Mareuil, Georges Henri Anne Marie Victor de. Court- 
marshall. (In Round tables of the representative French Catho- 


lienovelistss <p. 205-815, ) oi... soso 83 sade eecce ea cease cR7601 
Ward, Josephine Mary. The job secretary. ..-............2.222.-...--------------- cW2191 
=—Oute-of. duev times a movele 5.2 ee ee ee cW219 
White, Caroline E. Love in the tropics: a romance of the south 

Tt Kf eR Pune CL Rane Death ton Pete Re Rent Siem a ED 8 W.169 
Wiseman, Nicholas Patrick Stephen, cardinal. Fabiola; or, The 

church -of the ‘catacombs, sc.. vicki tessc tit ok os dav. cla eee W.251 
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Capella, F. de. Tales and legends of the Middle Ages. —.............. B823.C17 


Loyola, Mother Mary. Hail! Full of grace, simple thoughts on the 
TORBPV 6 319 ee oR oe SS Se ae B 242.L95 
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Francis, de Sales, Saint. The consoling thoughts of St. Francis de 
SENS DY AMON F ere HUpHEt:) Bevis cere las B208.F8 


Wiseman, Nicholas Patrick Stephen, cardinal. Fabiola... B823.W75 
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Capella, F. de. Tales and legends of the Middle Ages..................... B823.C17 
MPUemee a Vs Soho oa or ee eee ere ee eee eRe eS j428.B91 

Chaucer, Geoffrey. Canterbury chimes; or, Chaucer tales retold for 
children by Francis Storr and H. H. Turner. _................ j82117.St7 

—Chaucer for children: a golden key (comp.) by Mrs. H. R. Haweis. 
Dies ket Oat dees ere ere eos Ese ee oe eh Na CS j82117.H31 


—The Chaucer story book, by Eva March Tappan. 1908. ........ j82117.T16 
—Stories from Chaucer told to the children (by Janet Harvey Kel- 


man.) (1904?) (Told to the children series.) _.................. j82117.K29 
—Tales from Chaucer (with a memorial by Charles Cowden Clarke). 

(ieee dq evervinan a WDTAry<} :okees coe ee to j82117.C55 
—tTales of the Canterbury pilgrims; retold from Chaucer and others 

Seer um eevey faArtons 2 (1908) 240) i east. aa. j82117.D25 
Concannon, Helena. A garden of girls. 1914. 2.000200... j9207.C74 
Fitzpatric, Sir James Percy. Jock of the bushveld. .........0..000....... j799.F58 
Francillon, Robert Edward. Gods and heroes; or, The kingdom of 

IOP E Sahoo BRS} OR CG AaB gies 279 ERG Foe, one LARPS of a Set ae eS ee j292.15 
Froissart, Jean. Stories from Froissart; ed. by Henry Newbolt. 

CEM Slee 25 TE Aa RO 8 Na © Fm at ge nd j940.F92 
Haaren, John Henry, and Poland, Addison B. Famous men of 

CrP GOr TamCrre Al as ow, See) | PROT aw em a j9206.H11 
—Famous men of modern times. (c. 1909.) 22202022... eeeeeee eee j920.H111 
= anOUs Merl OL-ROMe.s: (C1904: ) een ie ee eee ce eile 39206.H111 
—Famous men of the middle ages. (c. 1904.) -.0000 ee... j920.H11 
Harris, Joel Chandler. (Uncle Remus.) The creature with no claws. 

(In Southern stories retold from St. Nicholas.) —......00000.... j9176.S08 
—Daddy Jake the runaway, and short stories told after dark......... j828.45 
—The merry maker. 3ded. (Young folks’ library. v. 2.)-...... j810.H24 
Hinkson, Katharine Tynan. Ireland, with illustrations in colour by 

F. S. Walker. 1909. (Peeps at many lands series.) -........... j9141.H59 
Kelly, Meriba Babcock. Leaves from nature’s story-book. c. 1892-93. 

AEE LF EN gt MEE aS OF a AD EPR TT. ae j504.65-67 
—Short stories of our shy neighbors. 1896. (Eclectic school read- 

rh yc Ny WOE EI dade IES Slee I Ce ae eae ef kc Se cee SR ae ee a j504.91 
Lawler, Thomas Bonaventure. Story of Columbus and Magellan. 

UA Uso TARE SP ERIN As ta, ARERR MR rhe DN yP oA  Ne j913.L42 
MacManus, Seumas. In chimney corners. ................2.---sccccccese--eeeeeo--+ 3398.20 


Mannix, Mary Ella. Patron saints for Catholic youth. 1905-07. 
Sram Hein AI caper EA ee a it an, GRR Sa spc eacaaac eat. ck axtit. >: j9202.M31 


A8 CHILDREN’S BOOKS (Miscel. Works)—STORIKES. 





Patmore, Coventry Kearsey Dighton, comp. Children’s garland from 


the best. posts 1001s ks eee ee j811.P2 
Polo, Marco. Travels of Marco Polo.for boys and girls, by T. W. 
BrnoXe< LBS ble eo eas kee eno oe ot ee j915.19 
Roulet, Mary F. Our little Alaskan cousin. 1907. (Little cousin 
Beries. )« ives nc. eee eS Be oe wea, ea j91779.R75 
— Our little Australian, cousin. «1908.5. ieee. a j9194.R75 
—Our little Brazilian cousin. 1907. (Little cousin series.)........ j9181.R75 
—Qur lttle:Grecian cousins (L908. ss Seige eee j91495.R75 
——QOnr. little Hunrarian cousin, .4 190905 5 cee ee j9143.R75 
—Our-little: Spanish: cousin. 1906202. 4 eee j9146.R75 
Sadlier, Agnes. History of Ireland, in words of one syllable. 
ECOLaS OL ess 8s. Seok am eee Rakes, Shree, Saatchi enna j941.53 


Seawell, Molly Elliot. Crying Tommy: the story of an apprentice- 
boy who saved the ship. (In Adventures of Uncle Sam’s 


SATOrss is Oe ee ae asa EL ae ed ae ee j359.Ad9 
—Decatur and Somers. (Young heroes of our navy.) ..............---- j9231.283 
—Paul Jones. (Young heroes of our navy.) --...-.-....--:c---ceceeeeceeeee- j9231.262 
— I welve naval captains...) 1897. oon ieee ee eee ees j9201.102 
Shahan, Thomas Joseph, ed. Myths and legends. 1902. (Young 

folks’ library, riew) Ser. 'vs-D,) (2 eee eee j398.Sh1 
Sloane, Thomas O’Conor. Home experiments in science for old and 

VOUS.» sickens lege Sees es ce a cae ae j530.28 
Spearman, Frank Hamilton. Queer American rivers. (In Southern 

stories,.‘retold: from” St.) Nicholas.) ~2.5..1..stese eee j9176.S08 
Tabb, John Banister. ‘Child’ verse, .co1899; 0. 2. ee j8210.T11 

Stories. 
Barry; John. D;.:Princess Margarethess...2 2a ls eee 72.116 
Bearne, David. The guild-boys’ play at Ridingdale. -...................... jcB3801 
+—New-boys at 'Ridingdales ser ye eee eee jceB3802 
—Ridingdale flower: show.°... EAL, ee ee jcB380 
Cervantes Saavedra, Miguel de. Don Quixote of the Mancha; retold 

by Judge* Parry. sc 2h ce ol is jceC3371 
—Stories from Don Quixote told to the children by John Lang......... jeC337 
Dorsey, Anna Hanson McKenny. Two ways, (and Tom boy). -......... 74.32 
Finn,;-Francis ‘James. Adar Merton, ieee 2 ee eee 76.133 
—-Claude) Lightfoot, 22 ee a asi Se ee ee 76.111 
—Ethelred Preston; or, The adventures of a newcomer. .................... 76.112 
—ELATEY. Dees 2. iebesioke lis seer es bu vacce-tacechnccetepasasnk sicneed She eeeecna th ee 76.110 
—_ Hisfirstiand last.appearance. 2)..2068 ek . See  , jcF497 
o—- Mostly.) Doys. fice iicit. Rapec acer cae css epee otal ec nen aes cen nee 76.113 
SenPercy- W YM. oo. aac csc Since rseee tek ood ead se iol eapee ake 76.77 
—That football game, and what came of it. -20.0222...2eeeeeeeeee eee eee eee 76.114 


Tom Playfair sens caste cane eee ee 76.109 


CHILDREN’S BOOKS (Stor ies). 49 








Foa, Mme. Eugénie. Boy life of Napoleon, afterwards emperor of 
the French; adapted and extended for American boys and girls 


aN a SER) Ct) Map aa Lee Bee REL tas «CSE GLa ee eo See 76.100 
Harris, Joel Chandler. (Uncle Remus.) Little Mr. Thimblefinger 

Piteras arena ake COUN Ve ses eee alee Se ce oko 78.152 
—Mr. Rabbit at home; a sequel to Little Mr. Thimblefinger and his 

CR NMUR RD MAR GES) Sa cts Soca eee sn op cb ORM Raph EA Ca pe ec ae lannwns st on we 78.153 
—Story of Aaron (so named), the son of Ben Ali, told by his friends 

BUR Teeee RCRIULES ST} COLT CON Rho n  cB mee ee ate oe a a 78.154 
ES HERORE SAS TICLC- IUCN UG sonnet cag eet Sera se ete ES ee jcH242 
—Uncle Remus and his friends; old plantation stories, songs and 

ballads, with sketches of negro character. ..................2--2----0000---+ 78.136 
—Uncle Remus and the little boy. . ee... __.jeH2421 
—Wally Wanderson and his story-telling machines a, Ge ee 78.42 


Harris, Miriam C. Roundhearts, and other stories. ..............................78.52 
Harrison, Edith Ogden. Prince Silver Wings, and other fairy tales. 78.44 
Harrison, Mary St. Leger Kingsley. (Lucas Malet.) Little Peter, 


a Christmas morality for children of any age. -.......-.00.22.2222--20...---- 78.40 
Jordan, Elizabeth Garver. May Iverson; her book. ~ .u000.22222000000..... jeJ76 
Ber ee EMEP SOT PACK Ome WTO. ee eee nee eo Lecce jcJ762 
Poel er COP Per FAPSONS om sPsOM in Ge LlINGs) isons src ctoa a fate vebease~ oan on nse 82.45 
Lillie, Lucy Cecil White. Household of Glen Holly. .........................82.52 
CEM CT) DCSE RATING Y he ere ee ne ee ne Seen pend a ores ae _..82.34 
Berean separa, ANG sOUNCTaSLOTICS! cic suns kus 82.33 
LORE a ead BRS 2s: igi clea aly ef See em le ee 82.35 
ASS EL Ge Dy Yenc cts fat Rie SSA ERE ARS. ai ee Ah re 82.32 
McCabe, Lida Rose. A citizen of the deep. (In Sea stories, retold 

TPOTIE UIC UOINS te LDA Ll. ) 5 sete ees scr hse snoestek es sccanesevecanect Moo jcSel 
Machar, Agnes Maule. Marjorie’s Canadian winter: a story of the 

ise D0 Gorge EST eo pals ese eped ail ar gS EAE SRI ae aE A eee RON 83.111 
Malone, Paul Bernard. Winning his way to West Point. ............... jcM297 
Parr, Olive Katherine. The little cardinal. -...0...0.22.. eee jcP246 
ET ES A hd Wer ce, dW TCO ETE: hs pepe ia a Ot ets ES jeSal5 
Scannell, Florence and Edith. Dulce’s promise. -...............2......2........ 89.152 
Sets DPNOGE CMTIStIMNGS 12 PADC. cacckpe ne foe nescence an ce 89.137 
eR Ree OATT GAVAGE) CHOTA LE Velen cnn ee a ES ncaa at a 89.138 
DE RE PTT TE) TOT ga Sloat Derk a aN RecA Se eR AN-oo pment EOE 89.139 
Schmid, Christoph von. Godfrey, the little hermit. —.......... jeSch52 
Seawell, Molly Elliot. The great Scoop. ............:....-c0c-----cesceseteneenses 89.208 
TN Shebay letter Eee Bie, SA ell Bec See ea jcSe19 
mo BE re SEIMEI bi Uh B07 Lt Col agg 22) a 2 iy ns oa Ral apo i As a aaa 89.174 
—Little Jarvis. (Young heroes of our navy.)........20.220....22:2-0-0eeee eee 89.74 
~—Midshipman Paulding. (Young heroes of our navy.) ......-.....-.....-. 89.119 
SeeaT EN eae ETE ETE ( OLUTTII AS a acne gnc sree ng meneerearigend name avenue ngereeioasaasa~ ca jeSel91 


—Through thick anc thin, and The midshipmen’s mess. .................. &9.111 
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Segur, Sophie Rostopchine, comtesse de. Story of a donkey; abridged 


from the French by Charles Welsh, ed. by C. F. Dole. -.............. 89.43 
Sienkiewicz, fHlenryk: *Through the. déserts 22.0%... eon ee jeSil6 
— Same asin desertiand -wilderness: (022). euia aoe ee jeSil6 :2 
Spalding, Henry S. The sugar-camp and after..............2.0000000.00....---- jeSp18s 
Spearman, Frank Hamilton. The mountain divide. .......2002.............. jeSp30 
Taggart, Marion Ames. At Aunt. Anna's... 2 eee 90.111 
—=B6LLS “WOnder=WiNter.) =... Shea eae jceT12818 
—Betty Gaston the seventh girl; a story. -....00022222...22....eeeeeeeeeeee eee jeT12812 
-~ Daddy's. daughters. ick Leo ee Nace jeT1281 
—The daughters of the little grey house. .........0..0oee eee jeT1287 
~The: doctors little. girl. 7 saree ee cee jceT1285 
—In‘ithesdays ‘of. King “Hal... i ee ee 90.112 
The Jat tleraunte 2:2 Se es ec fe oa oe a \ ae jcT12817 
—Little (grey those. 2 Bee ne ees ee 90.113 
-—Loyal:blue and. royal ‘scarlet. (2g) 2.2, occas seceeasce an none jeT12811 
—Miss Lochinvar; a story for girls. Piccola Pans 13 aparece eee 90.105 
—Miss Toni varis TOGUPN. 3k RL ee eet, ee jceT1284 
«—Nancy. Porter’s ‘opportunity: 2221.02 20 Bie ee jeT12814 
—-Nut-Brown.J oantavstory or air) sg. sso jceT128 
——Pussy-catistown. soccer kc jceT1283 
—Six/girls-and: Betty; ia Story cote ee et ee jeT2813 
—Six girls and Bob; a story of Patty-pans and green fields. —...... jceT1282 
—Six girls and the seventh’ one; a story. 2.2.22 jcT12810 
—-Six-girls and the’ tea room; A SLOLy. 2222.22 tan eee jcT1286 
—Six girls growing older; a story. ........ Seca eethals heedancss Ge ein Camm ee jcT1288 
IX. SITISHSTOWN | UP scBaSEORY 5 © cee re vol cee eee eee jeT12815 
—Sweet Nancy; or, More about the doctor’s little girl. _...0... jceT1289 
—The !Wyndham) girls. rian he scscnccetee=-clereee rape coed titers cece 90.104 
Walsh, Honor. The story-book house. (1908.) ~....2.....2222222-2--20----- 92.114 


GOOD BOOKS FOR ADULTS. 
Bindloss, Harold. Masters of the wheat lands. This and Bindloss’ 


other stories interest men especiall y.<.2 Sa oe ee cB5119 
Colvin, Sidney, ed. Letters of Robert Stevenson to his family and 
friends. sso a a ee 826.93-94 
Connor, Ralph, psewd. Man from Glengarry. Story of the Canadian 
logging CAMPS aris oor ea  ateee tke ee C.500 
Craddock, C. E., pseud. Story of oldFort Loudon; a story of the 
Tennessee “wilderness. o.86 hone i A ee C.465 


Dickens, Charles. David Copperfield. Dickens said, “I have in my 
heart of hearts a favorite child and his name is David Copper- 
eld fe ee eee ee a ca by Coens testes cant ac eee D.19 


Fisher, Harriet W. A woman’s world tour in a motor. This “world 
tour” is written by a business woman who managed an anvil 
factory in Trenton, New Jersey. The narrative is refreshing 
and -entertainim es sere eared cts ee eee ee 913.253 


BOOKS FOR ADULTS. 51 





Fox, John. Little Shepherd of Kingdom Come. A story of Kentucky 
during the Civil War, charmingly told and giving a good picture 
1 RCT righ Lb a DE Rae teat ce hy OF oe eke ee ea F.250 


Gaskell, Elizabeth C. Cranford. Story of the quaint old ladies who 
lived in the little English village—Cranford. It is one of the 


DRUM LIACR EOS TUR Rite ee eee a eee te ee 2S ie G.52 
Goldsmith, Oliver. Vicar of Wakefield. This famous story is one 

DreiiestirausO1 the Une lish, CIASBICK at ere a neces. Secs cence G.14 
Gordon, C. W. Man from Glengarry. Story of the Canadian logging 

AORN [iS Net te Sy ea PRR MaRS ARR Ce Rape gah, Oe a C.500 


Laut, Agnes C. Through our unknown Southwest. The author pre- 
sents in a splendid manner the wonders and beauties of our 
SOUL WeSCLOIM SDI LGA EYE G 1 ON wetness oer ue fe cette eerecceveocccsecens 91777.7 


Martin, Helen. Tillie, a Mennonite maid. A quaint story of a Penn- 
Pom wei sisi a1) CON OU eke eee ee ee a en te ey ca M.389 


Meredith, George. Diana of the Crossways. Beauty, intellect and a 
noble character are united in Diana, the heroine of the story.....M.164 


Mims, Edwin. Sidney Lanier. “To all men everywhere who care 
for whatsoever things are excellent and lovely and of good report 
Hiswite.is a priceless heritage: fx. ee ee 9281.L27M6 


Mitchell, S. W. Westways; a village chronicle. The scene of this 
story is laid in a little village in Pennsylvania at the time of 
the Civil War. The same substantial qualities of this work are 
Pe LS OLMer WORKS. cre po ase nee eee co) Ea Ts cM6956 


Moors, H. J. With Stevenson in Samoa. The various chapters in 
the book give a splendid picture of Stevenson in his home. 9282.St4M7 


Muir, John. The story of my boyhood and youth. Contains many 
interesting and well-told anecdotes of Scotch life and of the 


Di eaalire VV ISCONBIN SISEV! VOATS (ADO pice occas oo exe eakeoeoch ohous bees naa 9231.M89 
Parker, Gilbert. Northern lights. Tales of Canadian life. Excel- 
Pest ee OO Temr Gattt i) ORAL OU. Be es, Son coacge Mee tenth esumtae cs ek eb cP2251 


Roberts, C. G. D. Haunters of the silences. “Charming stories of 
creatures of the air, of the northern forests and _ silent 


SUAHLAS. Diente o.oo i bend. Lot EST chy eet heen as 2, ly PERE a 590.158 
Smith, Francis Hopkinson. Tom Grogan. A most interesting and 
ingenious study of laboring life in Staten Island, New York....... $.370 


Tarkington, Booth. Conquest of Canaan. This story is about a 
young lawyer who returns to Canaan, a small town in Indiana, 


SOP LEE Te TUE OR Fi ee ein he 6 RE Me ito ein een SE AS wee claps Cot ot cT1472 
Thackeray, W. M. Vanity Fair. A satirical romance of society......... T.31 
White, S. E. African campfires. Spirited sketches of hunting and 

MIVEULUPO ith LOL iLiSi A TUBS ba A LPI CA ee ee ea cies oan iin a erect ace 9167.38 
—The Riverman. A stirring story of the lumberinterests in Michi- 

re Pb N GN elope es: bag hicad BD de oll ke esa lee ts ey SRLS Peiaeap eh See a Malis Pe cW5852 
Wiggin, K. D. Rebecca of Sunnybrook farm. A most delightful 

TT ES RENTON oc Mil 9 abner ne MES. ie BASE es Aco de sant hp oe ae W.335 


Wright, H. B. The winning of Barbara Worth. Story dealing with 
the reclamation of a vast tract of land in the Colorado 
CPT I ota Py ee AO PSS ORR i Dia ee ei ES oh) OLE Je cW9322 


52 BOOKS FOR BOYS AND GIRLS. 





The books contained in the following lists, though not written by 
Catholic authors or for Catholics, can be read by Catholics with pleasure 
and profit. 


BOOKS FOR BOYS AND GIRLS. 


Aanrud, Hans. Lisbeth Longfrock. Story of Norwegian farm life. jceAa57 
Alcott, Louise M. Little women. All of Miss Alcott’s stories are 


BOOG eae aateog ehctene cant tipo scat anes e bate eee oe ern 71.25 
Altsheler, J. A. The guns of Bull Run. The first of a series of 
L OUT iscsi oe ae LOS Sen aah ee cae ee pe eis a ee, jcAl7916 


Barbour, R. H. Crimson sweater. “Adventures of ‘the boy in the 
crimson sweather, whose ‘touchdown’ brought victory to the 
BONO a eee ee ERIS LE a oe es ee ee jcB2341 

Bond, A. R. With the men who do things. Two boys who spend their 
vacation in New York, seeing tunnels dug and sky-scrapers 


erected. Most of the incidents are founded on fact. -............... j620.B64 
Brown, E. A. Four Gordons. Girls from thirteen to sixteen will 
enjoy sthis “SLOMY, Acs soccer ae nesses eae jeB811 


—When Max came. “A group of natural boys and girls and their 
delightful cousin Max, who was brought up in England and 


comes to spend the summiersin: Maine.” toe eee ee jcB812 
Burroughs, John. Bird stories from Burroughs. .......................-.--- j598.B94 
Cotes, S. J. D. Story of Sonny Sahib. The English boy is rescued . 

froma Cawnpore Massacre. ee cccsaec te ee ee eee 74.84 
Dodge, Mary M. Hans Brinker. A story of glittering ice and flash- 

In Slates Sch. 25 RG chee ers paket ee 74.14) 
Du Chaillu;;P.B... In African forest and: jungle: . ane j9167.D85 
Dunn, B. A. With Lyon in Missouri. Story of the Civil War..._.. jceD922 
Grey, Zane. The young pitcher. Men as well as boys will find this 

story: anterestin @, i500 sl its Se ees We Ta ee See ee ee jcG8691 
Grinnell, G. B. Jack, the young ranchman; or, A boy’s adventures in 

the. :Rockiess 222i es ee a Ne ae 77.42 


Hale, E. E. Man without a country. Story of an American officer 
who said he wished never to hear of the United States again, 


and for punishment had his wish fulfilled. -........2.2...0202....2222.-----+- H.9 
Hawkins, C. T. Ned Brewster’s year in the big woods. ................ j799.H31 | 
Holland, R. S. Historic girlhoods. Sketches of a number of noted 

WOMENS oct Eo Be 2 et j9207.H71 


Irving, Washington. The Alhambra. “Legends and traditions which 
time has woven around the ruins of the beautiful Moorish palace 


of. the ‘Alhambra. econ. 65 Bere cas oes eae eee 1.4 
Jackson, Helen M. Ramona. Story of lower California. —............... j.81 
Johnston, C. H. L. Famous scouts. Stories of frontiersmen, trap- 

pers; and Vploneers? 4k egies oe ea oes eee en eS j9201.j64 
Kipling, Rudyard. Captains courageous. A tale of the Grand 

Bankes, oi.coc toe ee A OI LO | ae ere en jcK6283 
Knipe, E. B. The lucky sixpence. Story of the American Revolu- 

toms eee ee Se ID ON Oe re gee eee jcK 749 


Shaw, Flora L. Castle Blair. The story of a noble child and a 
noble‘ dog. ve 202. A ee es ee 89.118 


READING FOR LITTLE PEOPLE. 53 





Parish, J. C. The man with the iron hand. “The story is centered 


UR) OUT) CGE OULU ns ria Ca see are ee ti a we SS j976.P21 
Pier, A. S. The Crawshaw brothers. A wholesome story permeated 

POUT Tis ile ab Cena Ee Pe. Scent bas SP ela eee ope eae i jeP6102 
Pyle, Howard. Men of iron. Story of knighthood in the days of 

Pa ee MMOLE SGN PLAT CL Resta at ites eta ees ke RO eee ee P.83 
Ramee, Louise de la. Niirnberg stove. The story of a little German 

boy who took a long ride in a porcelain stove. ..............0......2222222---- 88.80 
eee VV ae ANH OT COLLA DCs tt, ee ee i jcR167 
Richmond, Grace E. Round the corner in Gay Street. 0.000000... jcR414 
Scott, Walter. Ivanhoe. The most popular of this great author’s 

phen TTT ck patie Saag as Ua! Sein 1 cl: coaeey i Dead er Ln Ne S.25 
Pia fet te TLO LL INE Ley WOON Bees eae ee me ree jeSe77 
Steedman, Amy. When they were children. Stories of the childhood 

Dir aimowe. Men Ardew OM Ol wa cee te ee ee ete ee j920.St4 
Stein, Evaleen. Gabriel and the hour-book. An interesting story of 

old Normany and o fa famous hour-book. ........-..0.....2.0-....--2..2----- jeSt34 
Stevenson, B. E. Tommy Remington’s battle. “The self-sacrifice of 

PS CLAS) ads oy, UE) 6 ete ner Ae ean Mid ae eee mia ts WE, aR sae nc 89.198 
Thompson, A. R. Gold-seeking on the Dalton trail. Prospecting in . 

WPS Er 2 ei CO REY CaS eer escph Soop aor Seder) UL Mar pee lig ieee Oe Naess j9177.T37 
My allnce Low. «ben .turia taie.ofthesChriste coe es W.126 


EASY READING FOR THE LITTLE PEOPLE. 


Baldwin, James. Fifty famous stories retold. Contains among 
other things the story of King Alfred and the cakes, Robin Hood, 


boleh Tite nal DEMS. GONG) Eg sai 2s 2 2 BE OMANI Sa A Gap Al le Raa 72.142 
Bigham, Madge A. Stories of Mother Goose village. —......4........00... jcB484 
PS MIBUe lela sis OLE: ATIGALIOIL Ys cca eee eet eect es teeeee i egd Sooo cso ek jeB579 
segs orem mee bated Od bbe (6 0c se eee ies Git Meee Mate. Se Sue nes eee ee a jcB5792 
Browning. Hobert: fied: Piper: of Hameling <2. 4... j821.B821 


Chance, Lulu M. Little folks of many lands. About Indian, African, 
Dutch, Arabian, Eskimo, Filipino and Japanese children. ........ j913.C36 


Cox, Palmer. Brownies around the world. There are eight volumes 


of fun and frolic of Brownies at home and abroad. .................. j828.77 
Gaines, Ruth. Little Light (Lucita). Story of a little girl in Mexico 
betes CIN LOLs resi ON ts DIA Me coc cr ee cae jcG127 
Grover, Eulalie.O. Sunbonnet babies’ book. Tells of the doings of 
Molly and May. Charmingly illustrated in color. -................... j428.97 
Holbrook, Florence. Hiawatha primer. Based on Longfellow’s poem, 
EOL Eee esl aNOUR Oe, ett here emt ie oe j428.56 
—Nature myths. About animals and birds. Told most interest-, 
POP EN 1 Tipe BCE alata El Sioa ely haya oe pe Rt Rb a RIN 78.205 
Lucia, Rose. Peter and Polly in summer. Simple stories of two 
little children’ shome and outdoor life in the country. —............... jcL963 
Morley, Margaret. Donkey John of the Toy Valley. Story of little 
wooden toy-makers of the Austrian Tyrol. —.....0000002020002... jcM827 
Perkins, Lucy F. The Dutch twins. Story of the doings of little 
Ee RYITE AG Tees he eee ca as AS a es jcP419 


Potter, Beatrix. Peter Rabbit. Belongs to a very popular series. 
Some of the other volumes are Benjamin Bunny, Mrs. Tiggy- 
Wren kice mir BOOUITTGL VIL DGIN, 2.80 ee tate oe etek ee yD jPB3512 
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Scudder, Horace. Book of folk-stories. Written in a simple manner, 


very pleasing to little children. 2.222... 00.ccA diy epscccdececgutaeseevsasees 89.65 
Smith, Mary E. Eskimo stories. Games little Eskimos play, and 

what they: eat..and (Wears 25.[ted apse snl sien Aad ee ee j9198.Sm5 

BOOKS THAT SHOULD BE READ BEFORE SIXTH GRADE. 
Aesop’s: Mablesiiic3 ss ee ae j888.Ae8 
Andersen,’ He-Coo Tairy talese 7.20 o: hae sce tees ec 71.36 :2 
Defoe, Daniel.“ Robinson: Crusoe. i250 -caidecueecaives ape ae seer 74.5 


Dodgson, C. L. (Lewis Carroll). Alice’s ny EE A in Wonderland. 
The most delightful of all nonsense books, ah one that has 


become’ a; Classic.-s.225.6cc sk ence ge 74.15 
Grimm, J. K. L. and W. K. Fairy tales of the erp Grimm. j398.G882 
Hawthorne, Nathaniel. Wonder book for girls and boys. ................ 78.12:2 
Kipling, Rudyard,:.'The jungle book. eae 0 jcK6281 
Lang, Andrew,-ed.. Blue fairy bookie. aS ee 82.24 
Mother: Goose's, Nursery: rhymesi 227s ee j398.M851 
Radford, W. L. Story of King Arthur and his Knights............... j291.R11 
Warren, Maude R., comp. Story of King Arthur‘and his knights. j291.R11 
Wiggin, K. D., ed. Arabian Nights, their best known tales. —.......... 70.3:3 

SERIES. 


“Little Cousin Series”— 
There are four interesting series for boys and girls. First among 
these is the “Little Cousin Series.” Each book contains a story 
about children of some other country. The stories are enjoyed 
by boys and girls eight to ten years of age. 


“Peeps at Many Lands”— 
A series for older boys and girls. Each describes a different country. 
The colored illustrations are very beautiful. 


“Little People Everywhere”— 
This series follows the plan of “Little Cousin Series.” Each volume 
tells the story of a child of some other country. 


“The Children’s Heroes Series”— 
Each volume describes the life of some well-known hero of history. 
For girls and boys between nine and twelve years of age. 


LIST OF CATHOLIC PERIODICALS ON FILE IN THE READING 
ROOM, GRAND RAPIDS PUBLIC LIBRARY (Ryerson Building) 


America. Weekly. 

American Catholic Quarterly Review. Quarterly. 
- Annals of the Propagation of the Faith. Bi-Monthly. 
Augustinian. Weekly. 

Ave Marie. Weekly. 

Catholic Educational Review. Monthly. 

Catholic Missions. Monthly. 

Catholic World. Monthly. 

Dublic Review. Quarterly. 

Extension Magazine. Monthly. 

Light of Truth. Monthly. 

Truth. Monthly. 





ST. MARY’S COLLEGE AND 


ACADEMY 


St. Joseph Co., Notre Dame P. O. 
-INDIANA 


Complete courses in Collegiate, Academic and 


Preparatory Departments, Music, Art, House- 
hold Arts and Athletics 


Spacious Campus, finely equipped, commodious build- 
ings. The President cordially invites correspondence 
from parents having daughters to educate, and will take 
pleasure in mailing an illustrated catalogue and descrip- 
tive literature. 


Address THE PRESIDENT 
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